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CHAPTERL 



"What are we stopping for, conductor, out here in the woods? 
This is a limited train. What! stopped by a signal, a block 
signal, you say? Why, what is that? Oh, I see! You have a 
red blade projecting from the top of a pole to indicate to the 
engineer when the blade is moved up or down whether he may 
enter the block or not, the block being the piece of track extend- 
ing to the next signal. So, then, when we are stopped by such 
a signal it means that another train is in the block, and we will 
have to wait until it has passed out." 

And thus it is that to-day trains are being run through towns 
and cities, over mountains and prairie, through bridges and tun- 
nels, in cuts and around curves with absolute safety, a fact not 
fully appreciated by the traveling public, but which becomes to 
the engineer, whose responsibility is lightened and from whom 
anxiety is removed, a guiding star, telling him that the track is 
his and that there will be no one to dispute it with him, for such 
little arguments, you know, are sometimes disastrous. 

Block signaling, though limited in extent in this country, in 
proportion to the miles of track operated, is so rapidly being ex- 
tended, not onlv from the natural increase of business and conse- 
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ferred his own devices to those of . others, it followed, as a 
matter of course, that the practice was very varied, so much 
so in some cases that the safety signal on one road became the 
danger signal of another. Naturally enough, this state of things 
brought about many serious accidents, and finally resulted in 
a meeting being held by those interested, for the adoption of 
a standard form of fixed signal to be used by all the roads. 
The choice fell upon the "semaphore," a signal designed by Mr. 
Gregory in 1841, which indicates — by position and not by its 
form — whether the track is clear and the train has a right to 
proceed. 

It was decided that a horizontal position of the blade should 
indicate "danger" or "stop;" a vertical position, "all clear" or "go 
ahead," and a position midway between these two, making an 
angle of forty-five degrees with the horizontal, "caution" or "pro- 
ceed carefully." 

Its construction was very much the same as that used to-day, 
consisting of a blade pivoted at the top of a pole and capable of 
being turned through about a quarter of a circle. The colored 
glasses for giving the night indications were carried in a separate 
frame pivoted lower down on the pole, instead of being held, as 
in modem practice, by the casting to which the blade is fastened. 
The blades for governing train movements in one direction were 
always put on the same side of the pole. In this country, the 
blade projecting on the right-hand side of the signal pole, as 
looked at from an approaching train, is the one that governs. In 
England, where all trains run on the left-hand track, signal blades 
projecting to the left side govern. 

The signals were operated under what is called the "time 
interval system;" that is, not allowing one train to follow another 
into the block until the lapse of a certain period of time. When a 
train entered the block the signal was put at danger and kept 
there for five minutes, when it was pulled to a cautionary position, 
and after the lapse of five minutes more the signal was "cleared," 
giving the right to the next train to proceed. 

Experience with this method of operation soon demonstrated 
that the principle was not correct. For while a train may have 
passed, a certain length of time, the signal gave no indication of 
how far it had gone. The many accidents occurring under this 



system stimulated the invention and adoption of electric indi- 
cators and telegraph instruments as a means of communication 
between signalmen, making it possible to keep a space 
interval between trains, and not allowing a second train to enter 
a block while it was occupied by the first. This method of block- 
ing, keeping a space interval between trains, is the end to which 
all the modern systems of signaling are designed, although the 
methods by which this result is obtained vary considerably. 

The next important principle to be developed was that the 
normal position of a signal should be at danger, not at safety; or, 
in other words, to assume that danger existed unless known to 
the contrary. For with a signal constructed as were those first 
used, on an accident happening to the apparatus, or in case of any 
of its parts becoming disconnected, it would at once fall to the "all 
clear" position, and no protection would be afforded a train in 
the block. An engineer, of course, not knowing that the signal 
was out of order, would take the indication as one intended for 
him and proceed accordingly, a result very likely to cause trouble, 
but for which he could not be blamed. 

With the signal always remaining in the danger position, and 
being so constructed that any accident or breakage of the appa- 
ratus would cause it to assume the danger position, no accidents 
from this cause can happen, as trains would be stopped instead 
of being allowed to proceed. 

In the most approved systems, the signal automatically re- 
turns to the danger position immediately upon a train entering 
the block, thus making it impossible for a second train to enter, 
as might easily occur — under the old system — should the signal- 
man fail to return the signal to the danger position. 

As showing the commencement of block signaling in this 
country, the exhibit of the Pennsylvania Railroad at the World's 
Fair, of a pole and ball signal used on the Newcastle & French- 
town Railroad in 1832, is very interesting, the following infor- 
mation being obtained from a letter written by Mr. A. Feld- 
pauche, principal assistant engineer of the P., W. & B. Ry., in 
regard to its use. The road was about 20 miles long, and the 
signals seem rather to have been used for conveying information 
from one end of the line to the other than for that of a block. 

"When the train was just starting from Newcastle, the man 



in charge of the signal at that point raised the ball to the top of 
the pole. The man at the next station, seeing the white ball 
raised by the first man, raised his ball to half the height of his 
pole. The men at the other stations, each on the lookout with 
his telescope, which, you will see in the cut, were placed in the 
guides provided for the purpose on the side of the pole, also 
raised their balls to half mast, thus conveying the information 
throughout the line that the train had started. 
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"When the train reached the first station, the man would 
immediately raise his ball to the top of the pole, as a signal both 
ways that the train had reached him, lowering his ball when the 
the train reached the next man ahead, this being repeated suc- 
cessively at each of the four stations. 

"When a train, having passed one station, did not arrive at 
the next, or was seen to be in trouble in any way, the man at the 
station next nearer Newcastle would lower his white ball and 
substitute therefor a black ball, kept at hand for the purpose, and 



would raise it to the top of his pole as a signal to be successively 
transmitted to Newcastle, whence a relief train would be dis- 
patched to the assistance of the regular train." 

Block signaling may be said to be practiced in this country 
in two ways — that of ''absolute" blocking, in which one train 
only is allowed to occupy a given block, and "permissive" block- 
ing, where, under certain regulations, more than one train is 
allowed to enter. 

From the definition of a block — "a section of a track between 
two signal stations, the use of which is controlled by fixed sig- 
nals" — it is seen that where absolute blocking is maintained, both 
head and rear-end collisions are impossible, and were it not for 
the expense and occasional delay to traffic, such would be more 
generally practiced. It is a fact, which experience is demon- 
strating every day, that more trains can be run over a given piece 
of track and with greater safety by a properly arranged block sys- 
tem than by any code of rules that can be devised, and although 
one cannot show in figures how much can be saved to a road by 
immunity from accidents, it will certainly repay any investments 
made in apparatus and operators' wages. 

More particularly is the problem of block signaling increasing 
in importance as the traffic on many roads is becoming too dense 
to be handled without such a system. Managers who thought 
that the results obtained by the English with absolute blocking 
could be ignored on account of the different conditions of opera- 
tion in this country, are gradually finding it to be the only safe 
way to operate their roads. 

In point of fact the means are already at hand, and any road 
having a telegraph wire and operators can, at a moment's notice, 
put the absolute blocking of all trains into effect, should condi- 
tions arise under which it would be desirable to do so. That many 
roads do not take advantage of this and train their operators is 
much to be regretted, and it is to be hoped that with the spread of 
information regarding the working of block systems and the 
safety to be gained by their use, managers will come to a full 
appreciation of their merits. 

With roads using a block system, where, from considerations 
of expense, the blocks are of a greater length than is advisable, 
"permissive" blocking has, with certain restrictions, come very 



much into use. Although it is an abandonrnent of the "space" 

for that of a time interval, the results obtained are such as to 

make its use in many cases a matter of good business judgment. 

Before describing the different methods of operating block 




sema- 
nected 



signals, it will be well to describe the construction of 
phore signal and to discuss the interesting questions o 
therewith. 

As will be seen in Fig. 5, a casting is pivoted at the top of a 



pole which holds the blade and colored glass; this casting is 
called the arm plate. The blade is a thin board 3 feet long, taper- 
ing from 7 inches in width where bolted to the casting to 10 inches 
at its outer end. The end of the blade is often pointed, to more 
easily distinguish the block signal from other semaphore signals. 
The height of the pole, ordinarily, is about 25 feet above the 
ground, and a ladder bolted to its side allows of easy access to aU 
the parts. 

About midway of the pole is an iron lever called the balance 
lever, to which are attached the wires for operating the signal. 
An up-and-down rod connects this lever with the arm plate cast- 
ing, being attached to the casting on the opposite end from the 
blade. 

By putting a weight on the balance lever, it is seen that the 
blade will be greatly overbalanced, and will, of course, be held 
in the horizontal position until a force is exerted on the lever 
sufficient to lift this weight and lower the blade. This construc- 
ton fulfills the requirement that the "normal position of the signal 
should be at danger," as it calls for a direct effort on the part of 
the signalman to change the signal to the "all clear" position. 

To give the different indications at night, a lamp is so placed 
that the light, when the signal is at danger, will show through a 
colored glass held in the arm plate casting, and will show an un- 
obscured white light when at "all clear/' While the signals for 
use in the day-time were going through the various changes from 
one of "form" to that of "position," those for use at night simply 
became a question of color, as nothing has as yet been found 
which compares with it in distinctness and simplicity. This ques- 
tion of the proper color to be used for the different night signals 
is one of great interest to. all railroad men, and one which is being 
widely discussed. 

What engineer has not had to pass an examination for color 
blindness, or has not felt somewhat "wrathy" when a sleepy op- 
erator has allowed his signal lamp to get low or go out? 

Who has not felt his pulse quicken when, on some dark night, 
a red light has suddenly appeared on the track ahead, even 
though it should prove to be only a "wide-awake" drummer 
anxious to get out of town, and who has stopped the train by 
putting a match inside of a red bottle? 



Red is used for the danger or stop signal everywhere, as it 
makes the greatest impression on the sense of sight. White is 
used for the "all clear" and green for the "caution" signal on most 
roads in this country, although a few follow the English practice 
of using green for the "all clear," white not being used for any 
signal. The use of white to indicate "all clear" and green for 
"caution," at first sight appears to answer all the requirements; 
but so strong are the arguments against this arrangement, that if 
a more satisfactory color could be found for the cautionary signal, 
green would be universally used for the "all clear" signal and the 
use of white abandoned. 

These arguments are, first, that the glass fastened in the arm 
plate casting may break and show a white light when the signal 
stands at danger. 

Second, engineers may mistake a light in some street or 
dwelling for the signal light and run by it. 

Few accidents have happened from the glasses breaking, but 
the possibilities of a serious collision are always present. For 
this reason stationmen should always "keep an eye" on the signal 
to see that the glass is in its place, and engineers should, when- 
ever possible, see that the position of the blade corresponds with 
the indication given by the lamp. 

The use of green for the all clear signal overcomes both ob- 
jections against white, but leaves no available color for a caution- 
ary signal. The practice on one road using green for the "all 
clear" is to show both a red and a green light for the caution 
signal, blotting out the red for "all clear." On another road 
three lights are used, two showing in a horizontal hne to indicate 
"caution," and two in a vertical line for "all clear." 

The color the blade is painted has nothing to do with the 
indications given, for while the blade may change its position 
the color does not, and consequently only one indication could 
be made. The blade is painted red for distinctness, that being the 
most easily discernible color; but on this point opinions differ, 
as one very prominent road paints them yellow. It may be well to 
note here that there is one system of blocking, "an automatic 
electric," in which the different indications are made by a change 
of color, or rather the appearance of a red disc for "danger" and 
its absence, thereby showing a white background, safety. 
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The next to be considered (having seen how a signal is con- 
structed) are the different signals to be found at a block station, 
with the meaning each is intended to convey; not that all are to 
be found at every station, but that it may be better understood 
how a good block signal system is oi)erated. 

At first the only signals used were those at the entrance of a 
block, these, for economical reasons, being put at stations or at 
points where switch tenders were already stationed. As traffic 
increased and the speed of trains became greater, it often hap- 
pened when the signal was at danger that trains would run by, 
owing to the location of signal, or to the conditon of the weather 
being such as to prevent engineers from seeing the signal soon 
enough to stop. The result of this was that engineers were forced 
to slacken speed and approach the signal very carefully, so that 
if found at danger they could stop before passing it. 

To make this unnecessary, a second signal was erected which 
would g^ve the same indication as the first signal gave, being 
placed some distance down the track from which the train was 
approaching; the engineer, by this arrangement, being informed 
of the position the controlling signal would be found in, some time 
before reaching it. 

For the sake of distinction, the more important signal — ^the 
one controlling the block — is called the "home" signal, and the 
other, or caution signal, the' "distant" signal, these being the 
names by which they are known to-day. 

The possibility of operating the distant signal from the same 
place as the home signal, strange as it may seem to us now, was 
not thought of for some time ; the distant signal being placed only 
so far down the track as it was possible for a man to run, after 
first putting the home signal in the clear position, before the 
arrival of the train. 

A bright switchman, anxious to save himself the trouble of 
so much running, was the first to think of connecting this distant 
signal by means of a wire to a lever in the tower in which he was 
stationed. That this should have escaped the engineers and have 
been thought of by a switchman, recalls the invention of the 
valve motion by the lad who, getting tired of working by hand 
the steam engine valve, attached it to the end of the engine shaft 
by a stick. 
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Both signals were originally of the same form, but owing to 
the necessity of making a distinction of some kind between them, 
a notch was cut in the end of the distant signal. To make a still 
further difference, the distant signal blade was painted green — a 
color which expresses the character of the indication given by the 
signal. 

A very amusing anecdote is told by Mr. W. J. Williams, traffic 
superintendent of the Brighton Railway, England, of the origin 
of the notch. Thinking that a distant or caution signal should be 
different from a home or stop signal, he sent a workman to a 
station on the main line between London and Brighton to cut a 
notch out of the end of the distant signal blade. The Brighton 
tracks are at this point used by the Southeastern Railway Co., and 
two or three davs after the notch had been cut he received an in- 
dignant letter from that company, asking why he allowed his 
signals to get into such a state of disrepair that large pieces were 
actually chipped out of the end of them. 

Soon after the distant signal came into use, the cautionary 
indication, as given by the home signal blade, became, to a great 
extent, discontinued, owing to engineers not properly observing 
it. For a "cautionary indication" is really permissive blocking, a 
time interval between trains, and, unless great care is used by the 
engineer, accidents are very likely to happen. 

Another fact that made its use objectionable was the difficulty 
of keeping the signal properly adjusted, for, unless it was always 
lowered to the same position, engineers would be in doubt as to 
the exact meaning intended. And if the safe side were not taken, 
serious consequences were likely to follow. 

Where permissive blocking is used the best systems do away 
with the inclined position, and either stop the train to give a "per- 
missive card" or else use two signals on the same pole, the upper 
one being used for the "danger" or stop signal and the lower for 
the permissive or cautionary indication. This arrangement con- 
sists in placing a permissive arm, painted green and notched on 
the end, or a green light at night on the pole below the block 
arm and to work in connection with it, as shown in Fig. 6. 

The indications as given by these two blades on one pole are 
plain and unmistakable, and are as follows : 



12 



Block and permissive arms horizontal, or upper light red and 
lower light green, signifies "Danger, stop!" 

Block arm vertical and permissive arm horizontal, or upper 
light white and lower light green, signifies "Caution, proceed 
slowly!" 

Block and permissive arms vertical, or upper and lower light 
white, signifies "All clear, go ahead!" 
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Danger. 



Caution. 
Fig. 6. 




It is here that attention should be called to the two wavs in 
which caution signals may be read, for unless clearly under- 
stood, the indications as given by each signal will not be correctly 
interpreted. Not that the indication for "caution" does not mean 
to exercise due vigilance and care in either case, but that the 
extent to which caution is to be observed varies greatly. 

One indication for caution is given by the signal blade in the 
inclined position, or when the lower arm of a two-blade signal 
is in the horizontal position, the upper one being vertical; the 
other as that given by a distant signal when at danger, in- 
dicating the position in which the home signal will be found. The 
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one is permission blocking, pure and simple ; the other a warning 
to the engineer to use caution in approaching the home signal, 
expecting to find it at danger. 

The two signals at a block station, the home and the distant, 
were for a long time all that were necessary to properly handle 
trains without causing serious delays. But with the congestion 
of traffic as found on many roads, these have proved deficient, 
and a third signal has been added in many instances, thereby in- 
creasing the number of trains it is possible to run over a division 
in a given time. 

The third signal is aptly named the "advance" signal, from the 
position in which it is placed, being put far enough in advance of 
the home signal to allow a train to clear the latter at least 300 feet 
before being brought to a stop. 

The indications of the advance signal are positive, the same as 
those of the ho7ne signal — the horizontal position of the blade mean- 
ing "Danger, stop!" a vertical or inclined position, "All clear, go 
ahead!" 

Without this signal it was often found that trains working at 
stations delayed following trains, from the fact that not having 
passed the home signal the block was not clear, and until it was 
the other train had to wait. With the use of the advance signal 
it was possible to so locate the home signal as to make a short 
block of the track between these two signals. By making this 
short block include the station and side tracks where switching 
was done, a train standing at the station would have cleared the 
block just behind it and at the same time remain under the control 
of the signalman. 

The location of the home and advance signals at any station is 
pretty well defined by the character and amount of the business 
transacted. That of the distant signal, however, is one that will 
vary with each locality, and calls for the exercise of care and 
good judgment, for on the position in which it is placed, more 
than with any other signal, will its usefulness depend. As the 
signal is intended to repeat the indications of the home signal, it 
is necessary that the signal be placed at such a distance as to 
enable a train after passing it to stop before reaching the home 
signal, no matter what the conditions are. 

Common practice in this respect is to put the distant signal 
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1^200 feet from the home signal, unless the conditions are such 
as, from the speed of the trains, or on account of grades and 
curves, it cannot be seen. There is a limitation to the distance 
it is possible to operate such a signal mechanically, owing to the 
difficulty of properly caring for the expansion of the wire and also 
the power required to "clear" the signal. The lever for this signal 
must also be interlocked with those of the home and advance 
signals, so that the signal cannot be pulled to "all clear" until they 
have both been cleared, thereby making it impossible for the 
signalman to make a mistake. Being placed at a distance from 
the home signal and the first seen by the engineer, it has become, 
in practice, the governing signal, allowing trains to keep a uniform 
speed under all conditions of operation. The number of signal 
poles in use at any station or tower varies, of course, with the 
system used, from that where the two signals for trains running in 
opposite directions are carried on one pole, to where six poles are 
used, each signal being placed in the best position with reference 
to the track which it governs. 

Before taking up the different methods of operating block 
signals, it is perhaps advisable to call attention to the principal 
points which have just been considered, and which it would be 
well to bear in mind. 

"Absolute blocking," or the maintenance of a "space" interval 
between all trains, is the only sure method of preventing collisions. 

The indications of a semaphore signal are made by the posi- 
tion of the arm, and not by its form or color. 

The normal position of all signals must be at danger, 

A semaphore arm displayed to the right of the signal pole, 
as seen from an approaching train, is the one that governs. 

A horizontal position of the semaphore arm, or a red light at 
night, means "Danger, stop !" 

A horizontal position of a semaphore arm that is notched in 
the end, or a green light at night, means "Caution, go slow!" 

A vertical position, or one nearly so, of a semaphore arm, or 
a white light at night, means "All clear, go ahead!" 

A block is a section of track between two signal stations, the 
use of which is controlled by fixed signals. 

A home block signal is a fixed signal at the entrance of a block 
to control trains entering said block. 
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A distant block signal is a fixed signal of special form used in 
connection with the home block signal, and placed at such a dis- 
tance as will enable all trains to stop between the distant signal 
and the home signal. 

An advance block signal is an auxiliary fixed signal, placed in 
advance of a home block signal to control trains that have entered 
the block. 
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CHAPTER n. 
METHODS OF OPERATION AND RULES. 

There are three general methods of operating block signals, 
under which all the different systems may be classed. These are 
respectively called the "Telegraphic," the "Controlled Manual" 
and the "Automatic," the last-named including the "Automatic 
Mechanical," as well as the "Automatic Electric." 

Of these let its first consider the telegraphic method, as, from 
its simplicity and cheapness, it is in use on more miles of road 
than any other; its name being derived from the means by which 
communication is had between the different block stations for the 
purpose of ascertaining whether or not the block is "clear." 

The equipment of a station consists, primarily, of a signal for 
controlhng trains, which, although preferably of the semaphore 
type, very often is not; of a lever for working the signal, placed 
in a position most convenient to the operator; of a wire used in 
connection with the ordinary telegraph instruments, or an electric 
bell for conveying the information necessary to properly work the 
block. The telegraph instruments of a division may all be put 
on the same wrire, in which case it can only be used by one 
operator at a time, and every other operator can hear what is 
being said; or else the wire may run from one station only to the 
next, and thus be a local wire and ready for use at all times. 

That there is an essential difference in the manner in which 
these two arrangements arc operated can be seen at once, 
although the result desired is the same in both. With the first 
arrangement the train dispatcher is expected to keep track of the 
operators and see that they properly report to the stations on 
either side of them the arrival and departure of trains. The dis- 
patcher may be expected, in some cases, to give an order for the 
"clearing" of each signal, thus making him entirely responsible 
for the blocking of trains and allowing the operators no discretion 
in the matter. With the second arrangement, where the block 
wire extends only from one station to the next, the operator alone 
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is responsible for the proper blocking of trains, reporting their 
arrival and departure to the stations on either side of him and 
clearing the signal only when the block is clear. There is, of 
course, with this latter arrangement the usual train dispatcher's 
wire in each office, but it has nothing to do with the block system 
and is only used by the operator to notify the dispatcher of the 
movement of trains. Of the two the latter is much the better plan, 
the advantages to be gained by using a separate block wire be- 
tween each- two stations being that it places the responsibility 
upon each operator and that fewer men will be needed, as the dis- 
patcher will be relieved from the routine work of blocking trains 
and can devote his time to fixing meeting-points. 

Each operator is provided with a train register sheet, on which 
he records the arrival and departure of trains as reported to him 
and as he reports to others. The sheet is divided into two col- 
umns by a vertical line, the record of all trains in a g^ven direc- 
tion being placed on the same side. These sheets are kept on file 
at each station, but should any question arise as to the acts of an 
operator, they can be sent for and compared with the sheets from 
other stations. 

To prevent operators from making mistakes and giving the 
wrong signal, there is quite a difference in the means adopted on 
the various roads. 

On some roads, where the signals are normally kept at danger, 
the operator is required, before clearing his signal for an ap- 
proaching train, to ask the operator at the next station ahead 
if he can do so, although his train sheet may show that the last 
train admitted has passed out of the block. He is not allowed to 
hook or fasten the signal lever in the position corresponding with 
the "all clear" of the signal, but is required to hold it there so 
long as it is necessary to keep the signal at "all clear," a method 
very certain to insure the signal being returned to "danger" as 
soon as possible. 

Others depend entirely on the train sheet, assuming that in 
case of doubt the operator will ask the next operator and find out 
if the block is clear. 

Others, again, keep the signal at "danger" only so long as a 
train is in the block, clearing it as soon as the train has passed the 
next station. 
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The first is the best method, as two men, one at the beginning 
and the other at the other end of the block, have to agree before 
a train is allowed to enter. Besides, keeping the signal normally 
at danger is an additional safeguard, as it requires the operator to 
be certain of what he is doing and to put himself on record that 
the block is clear. 

In regard to the use of permissive blocking with a telegraphic 
block system, the method most generally adopted is to put the 
entire control in the hands of the train dispatcher and allow the 
operator to give a "caution" or permissive signal only when au- 
thorized by him. If the conditions as to weather and track are 
favorable, permissive blocking is frequently made use of for 
freight trains. But, between passenger trains, the absolute block 
is maintained unless exceptionally good reasons present them- 
selves for doing otherwise. The permissive signal can be given 
in several ways, as has been said before ; but the best plan, I be- 
lieve, is to require the operator to give a permissive card to the 
engineer, the same as with a train order stating for what train 
caution is to be observed. With this card there can be no mis- 
taking the information given, as might occur with a caution sig- 
nal, more particularly the three-position signal when such is made 
by the inclined position of the blade. 

That a system of signals operated through the means of com- 
munication afforded by the telegraph instrument is cheap and in 
every way advantageous, is clearly proved from the fact of its 
having been so widely adopted by roads that apparently could not 
afford to spend money on anything not absolutely necessary. 
But one wreck will very often pay for a good many signals and 
the few extra operators required to work a block system; so that 
by drawing on one's imagination as to the size of the wTeck, it 
is very easy to figure out a great saving to any road. A 
system of block signals is certainly a much better arrangement 
than is any practice of flagging trains, but the trainmen must be 
properly educated as to the extent of the protection afforded by 
the system and not look for it to do more than it is intended to 
do. Not that flagging has as yet been abandoned where any sys- 
tem of signaling is in operation, but it is used merely as a check 
on operator and enginemen in case they should make a mistake. 

The benefits to be derived from any system of block signals 
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depend in a great measure on the rules governing their use and 
also on the extent to which they are observed. A set of rules 
for operating a telegraphic block signal system gives, first of all, 
the definition of a block, defines a signal and then states how the 
different signals are to be read. As these have already been given 
— as have, also, several important points which are usually cov- 
ered in the rules — I will give in a somewhat condensed form only 
those which have not been previously mentioned and which are 
essential to the proper working of a telegraphic system of signals : 

Trains between A and X will be governed in their movements 
by a block system which is designed to protect trains running 
in an opposite direction as well as in the same direction. This 
system will be independent of the general rules governing train 
movement and the movements directed by special telegraphic 
orders, and must not be confused with them. 

The block signal must never be fastened at the "clear" posi- 
tion, except when the office is closed, but must always be held at 
that position, when it is desired to clear a train, until the rear car 
of the train has passed. 

When there are no train orders, and the block ahead is clear 
for an approaching train, the signal should be changed to "clear" 
as soon as and not before the engineer is in sight of it, that the 
train may enter without reducing speed. 

At stations where the block signal is used, a red flag by day 
and a red lantern by night will be attached to the block signal 
mast to notify trainmen to call for orders, the block signal in 
addition being kept at danger until the orders are delivered. 

Chicago, Mii^waukek & St. Paui. Railway Company. 

River Division. 

* 189.. 

C. & E 

USE PERMISSIVE BLOCK. 

From to 

Train , entered at...,M, 

Operator. 
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Engineers and conductors receiving permissive block card 
will run with great caution. Where view is obscured they must 
reduce speed to insure against collision with a train that may be 
running ahead of them. 

The responsibility for colliding with trains when permissive 
signal is given will rest with train receiving and moving under 
such signal. This will in no way relieve conductor and engineer 
of train stopping within block from flagging. 

If no markers are displayed on the rear of the train, the 
operator at the next block station ahead must be notified to give 
the approaching train a signal that train is broken apart. The 
block station in the rear must be also notified that the track is 
blocked until information is received from the conductor that he 
has all the cars in his train. 

When a train is on a siding clear of the main line and the 
markers have been seen, the block may be cleared. 

In case of failure of the wires, or if, for any reason, the operator 
cannot get orders for a train, he must give it written notice of the 
reason the proper signal is not given. 

A train intending to use a cross-over between block stations 
must notify the signalman at nearest block station. Train shall 
not use cross-over until a flagman has been sent out. 

Signalmen should closely watch each train as it passes, and if 
anything is noticed that is wrong, must report it to the next sta- 
tion and have train stopped. 

The rules governing the use of block signals do not relieve 
trainmen from observing all other rules relating to the protection 
of trains. 

The rules for use where communication is had by telegraph, 
generally contain a code of signals by which information regard- 
ing the condition of the block can be quickly transmitted. Where 
a bell is used the code has to be much more complete, and the 
number of taps required is often large, as one cannot talk with it 
as is possible with a telegraph instrument. For this reason a 
great deal of care should be exercised in the arrangement of the 
cp.de;, .so that no serious, consequences could result from a mistake 
in counting the number of taps. The best arrangement of taps, 
is that where a combination of numbers, as, for instance, 2-3-2, is 
ilsied rather than a consecutive number. 
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While, undoubtedly, there are dangerous situations which may 
arise with the use of a telegraphic block system from lack of a 
more complete equipment, it is certainly a great help to the train 
dispatchers and a protection against collisions. That engineers 
have run by signals when they were at danger, that operators have 
allowed trains to enter blocks when they were not clear, accidents 
being caused thereby, bas only resulted in a closer adherence to 
the rules on tJie part of the men and stricter discipline on that 
of the officers. But the fact still remains, that where a human 
agent is used he is liable at times to fail, and the greater the pre- 
cautions taken by mechanical means, and by using two men in 
place of one, the less likely is it that mistakes will occur and 
accidents happen. 

Work in this direction has resulted in the development of a 
system in which the labor of two men working in conjunction with 
each other is required to clear a signal and admit a train to the 
block. This method is called the "Controlled Manual," of which 
the Syltes system was the first brought into extensive use, and 
Patenall's improvement of the Sykes, a later development. Other 
systems have been invented, but, as yet, have only had a limited 
introduction. The two systems mentioned have only been ap- 
plied to roads having double tracks, but another system has been 
invented, which, although not yet in extended service, accom- 
plishes practically the same results on single track. 

The equipment of a station consists principally of a machine 
having separate levers for each signal, those for the distant signal, 
if such are used, being interlocked with the corresponding home 
signal. Distant signals are shown in the cut, as they are to be 
found at nearly all stations where this method of operation is used, 
but it is not to be understood that they are a necessary part of any 
system. 

To each of the home signal levers a locking bar and latch 
are so connected that when the signal is placed in the danger 
position the latch will fall into a notch cut in the bar and hold 
the lever in this position. To work the latch, electro-maignets 
are arranged, with the several parts that comprise the instru- 
ment, in a suitable box placed on the machine in a position most 
convenient to the leverman. There are two indicators in the 
Bide of the box, one of which, working in connection with the 
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latch, shows whether the instrument is locked or free. As there 
are two of these cases, one for each track, and as the equipment 
for each track is separate and exactly alike, that for one track 
only will be spoken of. 

Wires are run from the machine at one station to the machine 
at the next station, and so connected with the electro-magnets 
working the latch that when the circuit is completed by pressing 
on a contact piece on one machine the latch of the other is lifted 
and the lever unlocked. This contact piece, which is lettered P 
in the cut, is known as a "plunger,'* and the operation of closing 
the circuit, thereby unlocking the lever at the next station, is 
called "plunging." The plunger is constructed mechanically, so 
that if the operator has once plunged he will not be able to do so 
again until the signal has been cleared and returned to the danger 
position. The object of this is to prevent him from letting a 
second train in the block before the one admitted by him when 
he plunged has passed his station. To prevent him from clearing 
his signal and putting it back to danger again, and thus release 
the plunger, as might easily happen through mistake, a certain 
portion of the track is made part of an electrical circuit, and 
arranged so that the circuit between the two instruments made 
by "plunging" will be broken until a train has passed over the 
track ciircuit. If, now, this track circuit be placed at a certain dis- 
tance beyond the home signal, it is seen at once that the block 
will be clear before the operator can plunge and again unlock 
the signal at the next station. 

Working in connection with the plunger and placed just 
above it, is an indicator which shows the words "clear" or 
"blocked," for the purpose of indicating whether the operator 
has or has not plunged. If the operator has plunged, then the 
instrument at the next station is unlocked and a train can be 
admitted to the block, so that from his standpoint the track is 
blocked. If he has not phinged, then no train can be in the 
block, and, consequently, it must be clear. It must not be for- 
gotten that the indicator is changed from "blocked" to "clear" 
when the home signal is returned to the danger position, but that 
unless the train has actually passed out of the block and over 
the track circuit the operator cannot unlock the signal circuit at 
the next station by plunging. A separate wire is strung between 
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each two stations, and used in connection with an electric bell 
for transmitting the information necessary for the proper working 
of the signals. Telegraph instruments can be used, if preferred, 
but as a bell does not require such close attention and can be 
understood by anyone, it is the one most generally adopted. 

In the cut, the levers and signals for a train moving in one 
direction only are shown. Three block sections with the stations 
A, B and C are represented, the signals being shown in the proper 
position for governing the trains which are supposed to be ap- 
proaching. To make it easier to follow the indications as given 
by each machine, three positions of the train are shown. The 
method of operating the signals is as follows : Supposing a train 
to be in block i, approaching block signal station A, the lever and 
signals being in the position shown in the cut. A asks B, by 
ringing the bell, to unlock his lever if block 2 is clear. B, looking 
at his indicator, sees the word "clear'' and plunges, thereby un- 
locking A's instrument and changing the indicator on his (B's) 
machine from ''clear" to "blocked." The instruments are shown 
in Fig. I after this action is supposed to have taken place, A's 
lever being unlocked but with the signals still at danger. A 
pulls his lever as soon as it is unlocked and lowers the signal 
admitting the train to block 2. The movement of the lever 
changes the indicator to again show locked, although the lever 
is not actually locked until the signal has been returned to the 
danger position. As soon as the train has passed the home signal, 
A returns the lever to the danger position and the latch drops into 
the notch in locking bar, and A is mechanically prevented from 
again clearing the signal. 

As the train approaches, B asks C to unlock him, which C 
does, provided the block is clear. On B's indicator changing from 
locked to free, he lowers the signal admitting the train to block 
3; the indicator changes back to locked, and we have the con- 
dition of things shown in Fig. 2. When the train has passed, B 
returns the home signal to danger, unlocking the plunger and 
making the indicator show "clear'' again. He could now plunge 
and unlock A if the circuit was restored ; but this circuit is only 
restored after the train has passed the track circuit, which, as it is 
300 feet beyond the home signal, insures that the block will be 
clear before another train can be admitted. 
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When the train approaches, C asks D to release him, and we 
have the condition of things shown in Fig. 3, the operations as 
above described being again repeated. In Fig. 3 the action of a 
train on the track circuit is shown. The wheels short-circuit the 
current, so that the magnet of the relay is demagnetized; the 
armature dropping makes an electrical contact, which restores 
the unlocking circuit in the instniment. 

From this description it is seen that only through the efforts 
of two men, one at the beginning and the other at the end of the 
block, can a clear signal be given, and that not until the last train 
admitted to the block has passed the track circuit can this result 
be secured. 

The rules for operating any of the different "Controlled 
Manual" systems are practically those for a telegraph system, 
with only such rules added as are made necessary from the con- 
struction of the machine. One, that is perhaps the most important 
in this respect, is — "In case of failure to get unlocked after oper- 
ator has plunged, a clearance card must be given for the train 
to proceed to the next station." Or, the operator, if the rules 
allow permissive signaling, may signal the train to proceed, using 
a green flag by day and a green light by night. The bell code of 
signals is made very large, in order to cover any conditions that 
may arise. 

The blocking of trains by this method of operation has proved 
It to be much better and safer than one where no check is put 
upon the operator; so much so, that many prominent men believe 
it to be the best system of those in use to-day. But, with all this, 
the fact remains that the personal factor is a necessary part in the 
operation of the plant, and just so long as this is the case will 
mistakes occur. While men may have the best intentions and 
strive faithfully to perform their duties, error is an essential part of 
human action, and, sooner or later, the time will come when some 
mistake will be made. Any system that will do away with the per- 
sonal factor and, at the same time, give as reliable indications, 
must certainly be in the line of progress toward that perfection 
and absolute security which all systems strive to attain. The ob- 
jection to an automatic signal that because no man is on watch 
the signal may be disregarded, is not valid, for all that any of the 
systems that have been mentioned are designed to do is simply 
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to indicate the condition of the block controlled by the signal. 
In any case, faith must be placed in the engineer that he will obey 
such signals. "The warrant for that faith," to quote the words of 
Mr. Sullivan, general superintendent of the Illinois Central R. R., 
"is the fact that no engineman of sound mind will knowingly run 
into danger. A man will give all he hath for his life — the pledge 
of the engineman is the highest that can be given." 

Many automatic signal systems have been invented, some 
of which are in use and giving good satisfaction; others, again, 
have been tried, and, it is hoped, forever relegated to the scrap 
pile. The automatic mechanical systems have, as yet, had only 
a limited introduction. The staff system, while extensively used 
abroad, has been put in service on but one road in this country, 
and that for the operation of only one block. 

The most successful systems, and those generally alluded to 
when an automatic system is spoken of, are those which depend 
upon electricity for the controlling agent, whether or not it is the 
force actually used to work the signal. Of these, two systems may 
be taken as representing more clearly than any others the different 
lines on which automatic signals have been developed. One is 
the Westinghouse electro-pneumatic, where compressed air is 
made to work the signal, its action being controlled by electricity; 
the other is the Hall, where electricity is the only force used. The 
equipment of the electro-pneumatic system more nearly resembles 
that of a telegraphic or a controlled manual system than any of the 
others, as it gives the indications by means of the ordinary sema- 
phore blade. To the engineer the two systems are alike, except 
he knows that the electro-pneumatic is automatic, and therefore 
shows exactly the state of the block and not what the operator 
represents it to be. 

A current of electricity run through the rails and energizing 
a magnet, which is short-circuited by a train, or even a pair of 
wheels, in the block, is the agent depended upon for the proper 
working of the system. This magnet, by means of a second and 
more powerful current of electricity and the action of compressed 
air, changes the signal to indicate the condition of the block. If 
the current passes from one rail to the other without going 
through the magnet, as it will do when the rails are connected 
by a pair of wheels, the signal is made to indicate danger; if the 



current of electricity goes through tlie mag^iet, the track must be 
clear and the signal is held in the "all clear" position. 

It is seen tliat if such a system is made reliable and does not 
get out of order easily, it is an ideal one, having the double ad- 
vantage of being automatic and using the position signal. The 
testimony of the superintendent of a road where sixteen miles of 
track have been equipped and successfully operated for some 
length of time, shows that the apparatus is reliable and practicable. 
He says that "there is a failure to give a correct indication only 
once in 250,000 times, and that the error then is always on the 
side of safety;" that "without this system the traffic could not be 
handled on the same number of tracks, owing to the time it would 
take operators to go through the necessary motions with either 
a telegraphic or controlled manual system ;" that "no dispatchers 
are needed, as the trains follow each other irrespective of orders, 
being governed entirely by ihe signals." 

The Hall automatic electric signal has come into more general 
use than the one just spoken of, and is no doubt familiar to most 
railroad men. This signal differs considerably from those of the 
semaphore type, in that its indications are given by color and not 
by position. The mechanism of the signal is placed in a large box 
having a circular glass center. Behind this glass a red disc is 
shown for danger; raising tlie disc out of sight and showing a 
white background is the means employed to indicate "all clear." 
The signal is operated by a current of electricity controlled by a 
track circuit. As long as the current is flowing through the mag- 
net, the disc is held up and all is clear; when the circuit is broken, 
by a train entering the block, the disc falls and indicates 
danger. 

It is thus seen that there is practically no difference in the way 
the two systems are operated, so far as results are concerned, if the 
difference in the way the indications are given is ignored. Of 
course, every man is entitled to his own opinion, and while many 
think there are great objections to giving up the semaphore type 
and relying entirely on a color signal, others think that the ad- 
vantages of a position signal are offset by the increased cost of 
installation and maintenance, that of the electro-pneumatic being 
greater than that of the Hall. Certain it is that both of these sys- 
tems are coming more into use every day, as the prejudice against 
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an automatic signal is gradually being done away with. They are 
also making a record, both in the matter of expense and the ex- 
peditious handling of trains, that other systems cannot ap- 
proach. 

The method pursued in the operation of an automatic electric 
signal is very simple; the indication of the signal being positive, 
a train finding one at danger, stops; when the signal clears, it 
proceeds. As the blocks are generally short and trains can be 
run as close together as it is safe to run them, the blocking of 
trains is absolute and no permissive blocking is provided for. Ap- 
parently, the only rule necessary is "to obey the signal," but in 
practice it is found that they, like everything else about a railroad, 
occasionally get out of order and give a false indication; that is, 
they indicate danger when the block is clear. If some provision 
was not made in the rules to cover such cases, it would result in 
tying up the road until the signal was repaired. Practice on the 
different roads varies, in the rule adopted for the guidance of 
trainmen when a signal is found at danger. A reason for this 
difference is found in the character of the country through which 
the road runs, the grades and curves, as well as the general diffi- 
culties of operation. If the road is easily operated, the grades light 
and the country open, the general practice is for a train to stop, 
when the signal is found at danger, from two to three minutes, and 
then to proceed as under a caution signal. If the next signal is 
found at "clear,** the train proceeds under the clear signal, report- 
ing the block that was out of order. 

The practice where a road passes through numerous tunnels, 
over high trestles and heavy grades, is for the train to stop at the 
signal for five minutes, at the same time sending on a flagman 
who precedes the train all the way to the next signal. 

The writer recently rode on an engine over a division that 
was equipped with an automatic electrical signal, and had a good 
opportunity for watching its performance. There were twenty- 
four tunnels in the lOO miles of road, and it was certainly a great 
satisfaction to pass a signal showing "all clear" before the train 
entered any one of them. The trainmen on that division say 
they "do not see how they ever got along without the signals, 
and if the company were to do away with them, a good many of 
'the boys' would want to 'quit the business.' " 
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From my experience with the automatic electrical signal, I 
think it is the system of all others for a road to adopt, for it will 
show at all times if there is a train or a part of a train in the block, 
it has no operators to make mistakes, it will always indicate dan- 
ger when anything goes wrong with the apparatus, and it will 
fulfill all the requirements that a signal alone can be expected to 
fulfill. 

A railroad superintendent, speaking of the benefits to be de- 
rived from an automatic signal, thus aptly describes the difference 
between a telegraphic and an automatic electric system. He says 
that "the telegraphic block sometimes goes to sleep, sometimes 
gets drunk, sometimes becomes insane, and almost always lies 
when in trouble. The automatic block is a mechanism that has 
neither the ability to go to sleep, get drunk, become insane, nor 
to lie. It speaks for itself." 

The automatic mechanical systems go a step further than do 
either of the electric systems mentioned, in that they attempt to 
stop the train by opening a valve and setting the air brakes, if the 
engineer disregards the signal and runs by it. It is, perhaps, 
needless to say that nothing better could be desired in the way of 
a signal S)'stem than one that will give correct indications and 
stop a train if the signal is disregarded, provided the apparatus 
is made practicable and durable. But the facts are, that to make 
the apparatus work successfully the blocks have to be very short, 
too short for a road running fifty-car trains, and tiiat where trains 
are run at high speed the hfe of the apparatus is limited- The 
mechanical systems, however, have been very successfully ap- 
plied to elevated roads, where the speed is low and the blocks as 
well as the trains short. 

The staff system, of which, I suppose, nearly everyone has 
heard, is quite a new thing in this country, and, so far, is giving 
a very satisfactory performance. Two machines are provided, 
one being placed in the station at each end of the block. There 
are twenty-one staffs in the two machines, removing one of which 
from either machine locks both, so that no more staffs can be 
taken out. Put the staff back in either machine, again making a 
total of twenty-one staffs, and both of the machines will be un- 
locked and a staff can be removed from either. Permissive block- 
ing is accomplished by providing six tablets or tickets, which tab- 
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lets are unlocked and removed from the machine by using one 
of the staffs, called a "permissive staff," as a key. Each one of 
these tablets can be given to an engineer in place of the regular 
staff, so that it is possible to let seven trains follow each other 
into the block. 

The staff system is, ordinarily, worked as an absolute block, 
the tablets, or permissive blocking, being used for freight 
trains, and then only when conditions are favorable. There is 
only one rule to be observed in the operation of this system, and 
that is that "no engineer must enter the block unless he has a 
tablet or staff with him." If the engineer is given a tablet, or the 
permissive staff, caution must be observed, as there may be other 
trains in the block that are running in the same direction. 

Before giving the details of construction of the various systems, 
let me call attention to the three methods of operating block signal 
systems, about which this article has been written, and which it 
is well to bear in mind: 

1st. The telegraphic method, where operators can at will 
clear the signal, a telegraph line being used as the means of com- 
munication between the two stations. 

2d. The controlled manual, where the work of two men, one 
at the beginning and the other at the end of the block, is necessary 
to clear the signal, and where a train having been admitted to 
the block, the signal cannot again be cleared until the block is 
clear. 

3d. The automatic, where the signals, either by position or by 
color, indicate the actual condition of the block. Where the sig- 
nals are entirelv automatic, and in case of failure will assume the 
danger position. 



CHAPTER m. 

CONSTRUCTION— THE TELEGRAPHIC 
SYSTEMS. 

The telegraphic systems derive the name from the method 
used in conveying informatian from one station tu the next re- 
garding the position of trains and the state of the block. 

The equipment of a station consists of: 

First — A wire and the necessary telegraph instruments, or if 
?o desired, bells may be provided, if a suitable code is arranged 
that will cover all the conditions likely to present themselves in 
the blocking of trains. 

Second — Of a signal by which information can be conveyed 
to engineers and trainmen of the condition of the block, and 
whether or not they have the right to proceed. 

Third — Of a lever, if such is used, and the necessary connec- 
tions for the proper working of the signal. 

The construction of a semaphore signal has already been ex- 
plained, but as a road may block trains by using any one of several 
different designs, it is necessary that a description be given of the 
ones most generally used. While most of the fixed signals are 
used for the blocking of trains, they are often used solely as a 
train order signal (commonly called by trainmen "order boards"), 
so that while there may he a difference in the information con- 
veyed, there is no difference in the construction of the signals used 
for the two purposes. 

The simplest form of a signal is a flag stuck in the edge of 
the platform, or placed in some more conspicuous position, where 
trainmen will he most likely to see it. 

A very good arrangement, as shown in Fig. i, is to bolt a 
simple bracket, in which the flag staff may be placed, to the out- 
side of the station building. Trainmen will soon learn its loca- 
tion and will then know just where to look for a signal in case one 
should be put out for them. A little hook on top of the casting 
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near the end serves as a catch to hold the lantern, when, at night, 

one is used. 

The "Swift Train Order Signal," as shown in Fig. 2, is some- 
thing of an advance from a simple flag, and is really a much better 
arrangement, as it is placed in a more conspicuous position, and, 
from its being made of sheet Iron, cannot be blown about by every 
wind, but is always seen to the best advantage. Its construction 




is very simple, consisting of an oval-shaped piece of sheet iron, 
riveted at its center to a shaft. The turning of this shaft, and 
with it the sheet, through a quarter of a circle, by means of a bell 
crank and a lever placed at the operator's office, is the method 
used in giving the different indications. The night indications 
are made by a lamp placed on the top of the shaft, which is made 
to extend up through the framework supporting the signal. The 
lamp is the same as an ordinary switch lamp, having two of t 



35 

lenses rcci and the other two white. These are arranged so that 
the hght, as seen from an approaching train, from either direction, 
will show red or white, and give the same indication as is given 
by the board. 

If the board is set parallel with the track, it will not be visible 
to an approaching train, and is, therefore, understood to mean 
that there are "no orders." or that the line is "clear." If the board 




SwiiT's Train Ordkr 



is set at right angles with the track, it will be plainly visible, ami 
the indication is made to "call for orders," or "danger, track 
blocked." Hooks are provided in the operator's office to hold 
the lever in the position in which it is placed. These hooks are 
painted red and white, corresponding with the indications made 
by tne signal, to' always remind the operator f)f the position in 
which the signal has been placed. 

Tlie signal shown in Fig. 3 is one used extensively on 11"^ 
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E. T., V. & Ga., and other roads, and although of a semaphore 
type, the indications being made by the position of the blade, 
it is of a radically different construction. A cast-iron framework 




SiGNAi< Used on E. T., Va. & Ga. R. R. 



or bracket bolted to tl:e outside of the station building, carries at 
its outer end two shafts, which are set at right angles with each 
ocher, and are provided with the necessary levers and cranks to 
turn them through a quarter of a circle. A blade bolted to the 
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horizontal shaft and painted red, serves, when in a horizontal posi- 
tion, to give the danger indication; a counterbalance weight being 
provided on the opposite side of this shaft to make the blade 
assume the danger position, should any of the parts become dis- 
connected. 

The lower end of the vertical shaft is provided with a casting, 
to which are bolted two blades, in the manner shown in the cut. 
These blades are painted white and are spaced a sufficient dis- 
tance apart to allow the red blade to pass between them, when it 
is lowered from the horizontal position. This blade, if at right 
angles with the track, will, of course, be seen by an approaching 
train, and being in the vertical position would indicate "all clear." 
If parallel with the track, only the narrow edge of each would be 
presented, and no indication would be given, as they could not 
be seen. 

To indicate "danger," the arrangement of the cranks attached 
to the two shafts is such, that if the red blade is in the horizontal 
position, the white blades are parallel with the track, and the red 
blade only will be seen. The "all clear" signal is given by pull- 
ing the lever and turning the white blades through a quarter of a 
circle, bringing them at right angles to the track, and on both 
sides of the red blade, which is lowered from the horizontal posi- 
tion, thus leaving only the white blades visible, and consequently 
giving the "all clear" signal or "safety" indication. The lamp, 
supported by the vertical shaft, is the same as that used for the 
Swift signal, and gives the indications by color that correspond 
with the indications made by the blades. 

This signal, it will be seen, is one in which the indications 
are given by color, as well as position, and beyond the fact that 
it is impossible to designate with the arrangement, as shown, the 
particular direction in which it is desired to hold trains, the indi- 
cations as made are clear and unmistakable. The great objec- 
tion, however, to a construction of this kind — one that is of great 
force in a northern climate — is that in bad weather the blades 
are very apt to become clogged with snow, or else frozen to- 
gether, in which case there is a possibility of a wrong indication 
being given, and a certainty that the signal could not be worked. 

With all the signals that have so far been described, it is im- 
possible to designate by the signal the direction in which it is 
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desired to block trains, so that to prevent inislakes, every train 
which is at a station where the danger signal is displayed must 
assume that it is intended for it and be governed accordingly, 
Taking up those signals which are designed to give separate indi- 
<'ations for trains running in opposite directions, that of Gravit's 
Railway Signal, sometimes nicknamed "the bootjack," may be 
said to represent the first step in this direction. 

This signal is shown in Fig. 4, and is of very peculiar con- 
struction. It is in general use on the Lake Shore & Michigan 




Gravit's Railway Signal. 

Southern road. The two blades, which are iixed at an angle of 
90 deg. with each other, are so mounted on a shaft that they can 
be turned through a complete circle. A lever placed in the 
operator's office serves, by means of a chain, and up and down rod 
which also acts as a weight, and a rack and pinion, to turn the 
shaft and with it the blades to any of the four positions it is neces- 
sary for them to take. On the lever stand there are four notches 



or positions for the lever, with lettered plates at each, indicating 
to the operator the position of the signal blades, as "All blocked," 
"Clear for west-bound trains." The lamp case seen in the cut 
below the signal blades, is fitted with the necessary colored lenses, 
a lamp being raised or lowered behind them, so that the light will 
show through the lenses, giving a color indication in each direc- 
tion that will correspond with the indications made by the blades. 
Openings in the case on the station side are also provided witli 
colored glasses, so that the operator can at all times see that the 
correct indication is given by the lamp. With this signal it is im- 
possible to indicate either "danger" or "safety" in both directions 
and have the blades occupy the usual positions. This is certainly 
a great objection, as it becomes necessary to have the blades at 
different times occupy different positions when indicating the 
same thing; danger being indicated by a horizontal position of the 
blade in one case and an inclined position above the center in 
another; safety, hkewise, being indicated by a vertical position 
and also an inclined position below the center. 

The Mozier three -position semaphore signal, shown in Fig. 5, 
is a signal that is somewhat of a departure from the ordinary 
semaphore signal, not only in its construction, but in the manner 
in which the several indications are given. It is in general use on 
the Erie road, and is reported as giving very great satisfaction. 
It is designed to give the three indications — danger, caution and 
safety- — with a single blade, but instead of making the cautionary 
indication by the usual position below the center, it is made by 
raising the blade to an inclined position above the center. This 
position, as well as tlie general arrangement of levers, etc., is 
clearly shown in the cut. 

In the construction of the signal, two chains or wires are run 
from a lever placed in the operator's office to a pulley fastened 
on the pole, and from there to the signal casting, one being used 
to pull the blade to "safety" and the other to pull it to the "danger" 
position; a very good arrangement, for as both motions are posi- 
tive, it can be depended upon that the signals will occupy posi- 
tions corresponding with the positions of the levers. A weight 
sliding in a vertical plane on two roller bearings is suspended by 
means of a chain from two pins on opposite sides of the center of 
the arm-plate casting, for the purpose of making the signal as- 
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sume the danger position if any of the parts should break or be- 
come disconnected — a very necessary thing, as has already been 
pointed out. 

The arm-plate casting is made to hold two glasses, one red 




MoziER Three- Position Semaphore Signal, as Used on 
N. Y.. L. E. & W. R. R. 

and the other green, that one being brought in front of the lamp 
which, by its color, will give an indication corresponding with 
the indication made by the blade. With the arrangement, as 
shown in the cut, the lamp is raised by a windlass and chain to 
the top of the mast, which is represented as being made of iron 



pipe, but any form of pole will answer just as well, if some means 
be provided by which the lamp can be put in place. 

The construction of the signal is a good one, although I believe 
that solid connections to the arm-plate casting give better results, 
and are certainly safer than any chain or wire as is used in the 
present case. The objections to giving a cautionary indication 
liy any signal have already been noted, but as the operation of 




each road is a problem in itself, to be dealt with by men holding 
very diiTerent opinions on such matters, it is not to be wondered 
at that the practice should be very different on the different roads 
in such an important branch of railroad operation as signahng. 

A semaphore signal that is very extensively used in the South 
is shown in Fig. 6. It is of ,i somewhat cheaper form than the 
ordinary semaphore, and is operated by means of a cable passed 
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around a circular rim cast on the arm plate. The arm-plate cast- 
ing is made heavier than the blade, so as to carry the signal back 
to the danger position when the lever is released. It will be 
noticed that the red lens is carried in an arm projecting above the 
center and not in the counterbalance part of the arm-plate casting; 
a lens being used instead of an ordinary red glass so as to con- 
centrate the rays of light, as the lamp used is an ordinary hand 
lantern. The construction of this signal is very light, and for 
severe climates is not a good one, as sno\y or ice is very apt to 
make it stick in the "all clear" position. 

The signal shown in Fig. 7 is that of the three-position signal 
used on the Pennsylvania road. A very noticeable feature in the 
design of this signal is that the blade, when in a truly vertical posi- 
tion, projects from the side of the pole so as to be plainly visible 
and give a positive indication that a clear signal is intended. 

The arm-plate casting is made to hold two glasses, a red and 
a green, as the usual practice on this road is to allow the operator 
to give a cautionary signal (the inclined position of the blade) 
whenever it is desired to block trains permissively. . 

The arrangement as used on the St. Paul road is shown in Fig. 
8, and is one, I believe, that fulfills all the requirements of a good 
signal, and at the same time is simple in construction and of low 
cost. 

It will be noticed that the ends of the blades are pointed, a 
practice that the St. Paul road has been the first to adopt; the 
reason for doing this being the desirability of making some dis- 
tinction between a block signal and a signal used at an inter- 
locking plant. Undoubtedly sonie such distinction must be con- 
sidered advisable, when it is remembered that with a signal used 
at an interlocked crossing the engineer must stop his train at the 
signal if at danger, the derail not allowing him to run by it. When, 
with a block signal, he is allowed to pass it, if it is necessary to do 
so, and have the train stop in front of the station. Certainly it is 
not consistent practice to allow him to run by a signal in one in- 
stance and require him to stop at the signal in another, if there is 
no way in which he can distinguish one from the other. What 
objection can there be to pointing a block signal blade, if in any 
way such pointing helps to denote the character of the indication 
given? 




Block Signal Used on Penn. R. R. 
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In the equipment o£ a station, only those parts have been 
shown in the drawings which are necessary to work a signal 
placed ill front of or near the station. When a distant signai is 

used in connection with the home block signal, it is necessary 
to use a lever stand of much heavier construction than any that 
have been shown, as it requires about all the strength the average 
man possesses to clear a signal placed a distance of 1.500 feet or 
over. The levers also must be so interlocked that the distant 




signal cannot be cleared until after the home signal, and in 
returning the signals to the danger position, that of the distant 
signal must be moved first. A lever stand provided with the 
necessary locking and which is of simple construction, is shown 
in Fig. 9, the parts by which the locking is accomplished being 
shown in plan view in Figs. 10 and 11. The long bars, having 
a notch in one side, are called "locking bars," one being pro- 
vided for each lever. The cross piece having its end tapered 
to fit in the notches cut in the bar, is called a "locking do^," 
and is made of such a length as will allow it to fit in be- 
tween the two locking bars, provided one end be placed in 
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one of the notches, as shown in Fig. lo. It will be seen 
in this figure, where both levers are supposed to be in the 
normal position-^that is, with both signals at danger— that from 
the position of the locking dog, the home signal lever is the only 
one that can be moved. If this lever be pulled over and the signal 
cleared, the bar will be drawn back, bringing the notch in that 
bar opposite the one in the other bar. This now makes it possible 
to pull over the distant signal lever, as the locking dog is forced 
into the notch in the other bar, as shown in Fig. ii, locking the 
home signal lever in the reversed position, until the distant signal 
lever is once more returned to the normal position. 

In locating the signals at any station, several things have to 
be taken into consideration, which are regulated to a great extent 
by the system and the number of signals used. Where the two 
signals are placed on one pole, the location of the pole does not 
fix the exact spot at which trains must stop, as it frequently hap- 
pens that trains have to pass the signal when at danger, in making 
a stop in front of the station. An arrangement of this kind has 
but one thing to recommend it, and that is its cheapness, while 
there are several grave objections. As has already been stated, a 
train must often run by the signal when at danger, to make a stop 
or to do any switching at the station. At night, if they have so 
run by the signal, the engineer and trainmen cannot see if it has 
been cleared, and the conductor has to walk to the other side of 
the signal to make sure that it has been cleared for his train to 
enter the block. That the operator from his office can see the 
light showing through the red glass of but one signal, and would 
not be likely to detect it should the glass of the other signal get 
broken. 

The best practice in locating such a signal at any station, is to 
put the signal on the same side of the track as the station, and 
at either end of the station building, where the operator can se6 
the signal lamp from his office window. The object of such a loca- 
tion is to have the signal where it can be seen by a conductor 
without his having to look through or over a train to see it, and 
also where the operator can see that the light is burning properly, 
and that. at least .one glass is in its place. Of course, if the view 
is such that on account of a curve, buildings, or what is more 
likely, a water-tank, the signal — so located — would not be seen, It 
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would have to be placed on the opposite side of the track. Where 
this will not overcome tlie difficuity, the best plan is to put the 
signal on a bracket pole, as is shown in Fig. 12, bringing the 
blade very nearly over the center of the track. 

A better arrangement, if a road can go to the necessary ex- 
pense, is to have each of the two signals on a separate pole, placed 
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on the right-hand side of the track as viewed from an approaching 
train, and at a sufficient distance past the station to allow the 
train to make the stop in front of the station without having to 
pass the signal. The operator would then be able to see each 
signal light, and would be likely to notice it were either glass 
broken. This is a very important point, when it is borne in mind 
that a signal is changed from "danger" to one indicating "safety," 
whenever this happens; and that it happens very often is not to 
be wondered at when it is seen that a glass may be broken by the 
jarring occasioned by letting the blade return to a horizontal 
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position with too much force, from strains due to improper setting 
of the glass in the arm-plate casting, or by someone throwing a 
stone or shooting the glass out, as will often happen near large 
cities. 

In regard to the location of the distant signal, no stated dis- 
tance can be said to answer for all situations, as the grades and 
the speed at which trains are run have to be considered before 
deciding at what distance from the home signal such a signal 
should be placed. Ordinarily the distance is 1,200 feet, but as 
the distant signal is the governing one, as regards the speed of the 
train, it would seem that a greater distance than this is to be pre- 
ferred, as in so short a distance a heavy freight or fast passenger 
train cannot be brought to a stop, should they pass the distant 
signal at schedule speed. While it is possible to work a signal a 
distance of 3,000 feet from the home signal, it is not advisable to 
go beyond 2,500 feet, owing to the difficulty of keeping the wires 
properly adjusted and the labor required to clear the signal. The 
change in. the length of such a wire, due to expansion and con- 
traction, is considerable; so that imless very carefully looked after 
and adjusted, the blade will not be brought to the proper position, 
and the engineer will be in doubt as to what the signal indicates. 

Of course, the objection to such long wires would, to a great 
extent, be done away with if a good compensator might be had 
to automatically take up the changes in the length of the wire, 
so that the proper working of the signal would not be affected. 
At the present tirne, only one wire compensator, that invented by 
Mitchell & Stevens, can be said to be a practical success, and 
were it not for its cost, it would certainly come into more general 
use. Its construction is very plainly shown in Fig. 13. The ex- 
pansion and contraction of the wires are taken up by a sliding 
frame, the wires being kept taut under constant tension, by means 
of a weight. The objection to the use of a weight is that if the 
wire that pulls the signal back to the danger position were to 
break, the weight would pull the signal to the "clear" position, 
and thus give a wrong indication. To overcome this objection, 
the two wires are attached to a loose lever, as shown in the cut, 
which would be pulled away from the cranks if either wire werie to 
break, thus leaving the signal free to return to the danger position 
by the force of gravity. 
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There is one question in connection with a telegraphic system 
of signals, regarding which very different views are held by dif- 
ferent superintendents, but about which I think there sliould be 
no doubt as to which is the best practice, it is this: Shall the 
block signal be also used as an order signal, or shall there be two 
signals at a station for trainmen to observe — one the block signal 
and the other the train order signal? The argument in favor of 
using the two signals is that an operator, on receiving a train 




Mitchell's & Stevens' Compensator— normal Position. 



order, has to put the train order signal at danger before the 
"O. K." is given by the train dispatcher, and is therefore certain 
to stop a train for which he has an order; that with only the block 
signal, which is kept at danger unless cleared for a train, there is 
nothing to depend upon for the dehvery of the order, except the 
operator's memory, and that on hearing the whistle for the signal, 
he may forget that he has an order to deliver and give the train 
a clear signal, particulatly if he had fallen asleep and had just 
waked up. 

The argument in favor of making the block signal answer for 
both purposes, and which I believe to be the stronger of tlie two. 
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is that the engineer is more likely to take the indication of the 
more conspicuous signal and forget to look at the other one, than 
is the operator to forget that he has an order for a train. That 
this is true, and that an engineer will sometimes fail to look at 
the order signal while taking the indication of the block signal, 
the writer is convinced of, from the fact that two such instances 
have come within his knowledge. 
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CHAPTER IV. 

CONSTRUCTION— THE CONTROLLED 
MANUAL SYSTEMS. 



With these systems, as their name implies, the labor of two 
men, one controlling that of the other, is required to clear the 
signal for a train to enter the block. The work of "clearing" the 
signal is done by the man at the entrance of the block, the same 
as with a telegraphic system, but the controlling power, or the 
actual permission to so clear the signal, is given only by the man 
at the end of the block. 

The arguments used in favor of this method of operation are, 
that where two men are required to work in this way in connec- 
tion with each other, they are less likely to make mistakes, each 
acting as a check on the other; that placing the control of the 
signal in the hands of the man at the end of the block is a much 
more reliable and certain plan of operation, as he will know 
whether a train admitted had actually passed out of the block; 
that by making it impossible, by means of the track circuit, for 
the signal to be again cleared until after the train admitted has 
passed out of the block, all chance of a mistake being made hv 
either operator is eliminated, and the indications given by the 
signal can be relied upon as showing the actual condition of the 
block. 

The arrangement of the several parts of a Controlled Manual 
system is sornewhat more complicated than are those of the tele- 
graphic systems, and while a description of the instruments suffi- 
cient to explain the operation of such a system has already been 
given in a previous article, the special parts peculiar to each system 
have yet to be described. 

Of the three systems using this method of operation, that 
known as the Sykes system will be the first considered, not 
only as it was the first to be invented, but because it has come 
into more general iise than either of the other two. This system 
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may be said to consist of a machine having the necessary levers 
for operating the signals, of the Sykes lock instrument, and of 
an interlocking relay, the latter being used in connection with the 
track circuit to prevent an operator from again releasing a signal 
until the train for which the signal had been released has passed 
out of the block. 

A machine having the two levers for operating the signals 
governing trains moving in opposite directions, and the corres- 
ponding lock instruments, is shown in Figs, i and 2. The prin- 
cipal parts of the instrument, the lock bolt, the lock bar, the lock 
rod and the plunger rod, are also shown in the figures, the levers 
being in the normal position with the signals at danger. 

To explain the operation of the instrument, the operator, 
when he plunges, releases, by means of an electric circuit, the 
lock rod of the instrument in the next station, allowing it to fall 
by its own weight and lift the lock bolt from the lock bar, re- 
leasing the lever and allowing the signal to be cleared. As the 
indicator is attached to the lock rod, the indication would be 
changed to show the word "free" as soon as the lock rod dropped, 
showing to the operator that the lever had been unlocked. Clear- 
ing the signal, forces the lock bar forward, which, by means of 
the inclined plane and roller, raises the lock rod to its normal 
position, where it is held until again released by the operator at 
the next station. Raising the lock rod, changes the indicator 
back to show the word "locked," although the lock bolt does not 
fall into the hole in the lock bar until the lever is returned to the 
normal position. 

The construction of the instrument whereby the lock rod is 
released and allowed to drop when the operator at the next sta- 
tion plunges, is shown in Fig. 3. The magnet M attracts the 
armature A, thereby raising it and slightly turning balance lever 
L on its center C: this releases trip T, which is then free to turn 
on its center, allowing the lock rod to drop by its own weight, 
unlocking the signal lever, as has already been explained. 

Fig. 4 shows the construction of the instrument, whereby an 

electric circuit is completed when an operator plunges. Pressing 

in the plunger P raises the cross-bar .Y, which, by means of the 

contact springs D and £, comi)letes two circuits — one through 

ontact D, Fig. 3, to the magnet of the next instrument, releasintr 
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the lock rod, and the other at E, Fig. 4, a circuit through the 
interlocking relay. This contact at E causes the relay to break the 
circuit just completed through the magnet of the instrument at 
the next station, making it impossible to again complete the 
circuit at D by plunging until the armature of the relay has been 
restored to its original position by a train passing onto and off 
of the track circuit. 

The plunger when released is forced out of its original posi- 
tion by the action of the spring S, a dash pot Q being provided 
to retard this action, so that the electric contacts made at D and E 
will not be of too short a period of time. 

The arrangement by which an operator is mechanically pre- 
vented from again plunging until the signal has been cleared and 
returned to danger, is also shown in Fig. 4. A trip rod F is pro- 
vided, having attached to its side a pawl piece G and sliding block 
jB, and carrying on its upper end a plate /, on which are painted 
the words "blocked" and "clear." Attached to the plunger rod 
(not shown in the cut) is a pin Ky which, by means of the pawl 
piece G, supports the trip rod in the position shown in the cut. 

The plunger is provided with a side piece N on the side next 
the trip rod, so that when the plunger is pressed in, this side piece 
will strike the pawl piece G, pushing it off the pin K and allowing 
the trip rod to drop, the sHding block B striking on the top of the 
side piece N^ which is then underneath it. When the trip rod 
falls, and with it the indicator, it brings the word "blocked" in 
front of the opening in the case, indicating to the operator that he 
has admitted a train to the block, and cannot plunge again until 
the train has passed the station and the instrument has been re- 
stored to its normal position. On releasing the plunger, the 
sHding block B drops still further on the projection of the side 
piece N, and mechanically prevents the plunger from again being 
pressed in. 

The instrument is restored to its normal position by pulling 
the signal to clear, which the operator will do as soon as the train 
which had been admitted to the block by his plunging, approaches 
the station. Clearing the signal, draws the plunger rod to the 
bottom of its stroke (Fig. 2), catching the pin K (Fig. 4) under the 
pawl piece G, so that when the signal is returned to the danger 
position after the passage of the train, the plunger rod is raised 
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with it and the phinger unlocked. When the trip rod is raised, 
the sliding block B is raised with it out of the way of the side piece 
A^ being held in the same relative position hy the pressure of the 
paw! piece G. The raising of the trip rod changes the indicator 
to again show "clear," indicating to the operator that it is pos- 
sible for him to plunge once more. 

A plan view of the instrument, the parts by which the locking 
of the plunger is accomphshed being shown in section, is shown 
in Fig. 5. 

To explain how the locking circuit is broken and restored 
through the combined action of the plunger, the interlocking re- 
lay and the track circuit, reference must be had to Fig, 6, in which 




all the parts made use of in this operation are shown. The relay 
and track circuit shown are those belonging to station B at the 
end of the block, the releasing magnet being the one belonging 
to the instrument of station A at the entrance of the block. Sepa- 
rate views of the contact points D ant! £ are shown to make it 
easier to follow the action that takes place when the plunger is 
pressed in and crossbar X raised. 

The construction of the bar X is such that the contact at D is 
made on the up stroke and that at E is made on the down stroke, 
the projecting point that engages with the spring E being ar- 
ranged to turn on the bar as a center and press against the spring 
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only on the clown stroke of the bar. The relay points being shown 
in the normal position, it is seen that the lower magnet is energized 
by the current which passes through the two rails forming part of 
the track circuit, and the armature is held up. The circuit of the 
upper magnet being broken at E, its armature is down and makes 
a contact at 0. 

When the plunger is pressed in and the crossbar raised, a con- 
tact is made between the points at D, completing the electric cir- 
cuit through the main battery, the magnet M and the points O 
and F, energizing the releasing magnet Af, and unlocking the 
signal lever at station A. On the crossbar X being forced down 
by the action of the spring 5' (Fig. 4), contact is made, as already 
explained, at the point E, momentarily completing the circuit, 
energizing the upper magnet, and thereby raising the armature 
and breaking the releasing circuit at 0. On the circuit being 
broken at E, the armature falls, but now^ strikes on the hook on 
the upper end of the armature belonging to the lower magnet, 
and is held up instead of making a contact at 0, and it is impos- 
sible to complete the releasing circuit as long as it is in this 
position. 

On a train passing out of the block and on the track circuit, 
the current passes from one rail through the wheels of the train 
to the other rail, and the lower magnet of the relay is demag- 
netized and the armature drops, breaking the releasing circuit at 
F, and letting the armature of the upper relay fall, again making 
a contact at 0. When the train passes oft the track circuit, the 
current again flows through the lower magnet, energizing it and 
raising the armature, making a contact at P and restoring the 
relay to its normal position. 

From this it is seen that the interlocking relay in connection 
with a track circuit, makes it impossible for an operator to plunge 
and again release the instrument at the next station, imtil the 
train for which he had previously plunged had passed on and en- 
tirely off the track circuit, and therefore out of the block. 

To prevent an operator from leaving his signal in the clear 
position, and not returning it to danger after the passage of a 
train, as he should do, an instrument has been designed called an 
"electric slot," which automatically sets the signal at danger and 
compels the operator to return the lever to the normal position 
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he can again gain control of the signal. On his 
storing the lever to the normal position, it is, o( course, locked 
until released hy the operator, at the next station, and thus the 
purpose for which the slot was designed is accomplished. The 
action of the electric slot is obtained through the use of an electro- 
magnet, energized by a current from a battery passing through 
the two rails of an insulated section of track. The armature of 
this magnet acts as a latch, and makes the connection between 
the signal and the lever whenever the magnet is energized. When 
the armature falls, as it will do when the magnet is short-circuited 
by a pair of wheels on the insulated section of track, the connec- 
tion between the lever and signal is broken, and the latter goes 
to danger by the force of gravity. 

The Sykes system is in use on the New York Central & Hud- 
son River Railroad, between Poughkeepsie and BufTalo; on the 
New York, Lake Erie & Western, between Jersey City and 
Turner's, and on a portion of the New York, New Haven & Hart- 
ford Railroad. 

In the practical working of the Sykes instrument, several de- 
fects were discovered, which, in the endeavor to perfect the sys- 
tem, resulted in a set of requirements being drawn up by Mr. C. 
H. Piatt, of the N. Y. C. & H. R. R. R.. which a properly designed 
controlled manual system should fulfill. These requirements 
were met in the machine designed by Mr. Patenall, electrician of 
the Johnson Railroad Signal Co,, and which is now known as 
Patenall's block signal instrument. 

The requirements of the new machine, and the objections to 
the Sykes instrument which it was designed to overcome, are: 

First — That gravity must be overcome by the action of the 
electric current in unlocking the signal levers, instead of allowing 
it to assist, as it now does, in withdrawing the lock rod from the 
locked position. This means nothing more than that a failure of 
the apparatus should lock the signal lever at danger, and not un- 
lock h, as now happens with the Sykes lock, if the latch holding 
the lock rod in place should slip or be jarred loose, allowing 
the operator to clear the signal whether the block was occupied 
or not. 

Second— That the magnets for unlocking the signal levers 
must not be in the electric circuit except at the moment of actual 
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use, to prevent an accidental release by the crossing of wires, 
lightning or other causes. This requiring an intentional setting 
of the instrument before it. can be plunged to and released by the 
next succeeding station. 

Third — That no interlocking relay must be used, the contacts 
all to be made in the instrument, where it is impossible for them 
to be tampered with or changed. 

Fourth^-That the signal levers be perfectly free after having 
been once unlocked, so that the operator can change the indica- 
tion of the signal as often as he desires, and not to have the lever 
locked whenever the signal is returned to the danger position, as 
is the case with the Sykes. 

The construction of the instrument is shown in Fig. 7, in 
which P is the plunger and D and E the contact points by which 
the releasing circuit is completed, when the plunger is pressed in. 
M is the releasing magnet, which locks the sliding bar 5* whenever 
the latch A is dropped into either of the two notches in the bar 5*. 
This sliding bar, when it is drawn out by the hand latch H to its 
full extent, engages, by means of the pin Ky with the rocker C, 
lifting the lock rod R and unlocking the signal lever by freeing 
the locking bar or tappet T, as is shown in dotted lines in Fig. 10. 

This sliding bar S, by means of a second crank / (shown in 
dotted lines in Fig. 7), lowers, when pulled out, the vertical bar B, 
which, in turn, moves the lever L, bringing the inner end into 
contact with the plate N. This inner end is made in the form of a 
jaw and presses on both sides of the plate A^ making a metallic 
connection between the plates fastened to each side. The plate 
A^ is made of insulating material having three metal strips, two on 
one side and one on the other, to which are attached the wires 
from the two circuits used in operating the instrument. The wire 
from the releasing magnet is attached to the one strip, the line 
wire from the instrimient at the next station being attached to the 
lower and the wire from the track circuit to the upper strip on 
the other side. There are two indicators, one working in connec- 
tion with the plunger F and showing the words "train on'* whenever 
the operator has plunged; the other working in connection with 
the slide 5' by means of the lug G, the rod / and the indicator plate 
0, and showing the word "locked" or "free," according to the 
actual state of the signal lever. 
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The operation of the instrument may be explained as follows: 
Supposing a train to have entered block i and to be approaching 
station B. B asks C to release him, at the same time drawing out 
the hand latch II and pressing it down between the two lugs on 





^P the bracket F, to hold it in that position. This pulls out the slide 

^B S and raises the inner end of the lever L, so that a metallic con- 

^B nection is made between the strip on one side of the plate A'^ and 

^1 the lower strip on the other, putting the releasing magnet in the 

^B circuit with the line wire and the instrument at the next station. 



Wiicn C plunges, a contact is made between the points of tiis 
iustninient at D E, as is shown in Fig. 9, sending a current o£ elec- 




tricity through the magnet M of B's instrument, raising the arma- 
ture and with it the latch A, unlocking the slide S, which B now 
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draws out, raising the lock rod R and unlocking the signal lever, 
as is shown in dotted lines in Fig. lo. 

When the plunger is pressed in, the pawl V is forced off from 
the lug Q and the slide X drops, carrying with it the indicator Y. 
On releasing the plunger, the slide drops still further, making it 
impossible to again plunge until the slide has been raised to its 
former position. The words "train on'' have now been brought 
in front of the opening in the case, indicating to the operator 
that the track is blocked. 

When the slide 5 was pulled out to its extreme position, and 
the bar B dropped, the inner end of the lever L was raised, break- 
ing the connection with the line wire, and connecting the magnet 
M with the track circuit relay. TJie breaking of the circuit demag- 
netized the magnet M and the armature falls, dropping the latch 
A into the slot in the slide Ji", locking it in this position until it is 
again raised by the magnet M. 

When the slide S is pulled out, the lug G engages with the 
roller U, raising the rod and changing the indicator to show 
"free," as the lever is now unlocked. 

When the train passes out of the block and over the track 
circuit, it demagnetizes the track circuit relay, the armature of 
which falls and completes a circuit through the magnet M, raising 
the latch and allowing the operator to shove in the slide S. This 
lowers the lock rod R. locking the signal lever at T, Fig. to, breaks 
the connection at the plate A', raises the' bar D and with it the slide 
X, unlocking the plunger and making it possible for the operator 
to plunge once again. The indicators are changed back to their 
normal position, showing to the operator that the machine is 
locked and that no train is in the block. An electric slot on the 
signal pole is provided, which restores the signal to danger on tJie 
passage of a train, to make it impos.sibte for the operator to hold 
the signal in the "all clear" position, and admit a second train to 
the block. 

This system is in use on the N. Y. C. & H. R. R. R., between 
New York and Poughkecpsie; on the N. Y., N. H. &: H. R. R., 
between New Haven and Providence, and on the Long Island 
Railroad. 

The equipment on the N. V. C. & H. R. R. R., through the 
tunnels in New York city, is, perhaps, the most complete of its 
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kind in the world, and one that, considering the business that is 
handled, can hardly be equaled in the amount of protection 
afforded by any other system. 

As has been previously stated, neither of these systems — the. 
Sykes nor the Patenall — are applicable to single-track roads, 
from the fact that a train on passing over the releasing section 
would release the instruments at the station in front as well as in 
the rear, and thus make it possible to admit a train to the block 
and bring about a head-end collision. 

A controlled manual system that is applicable to single as 
well as double-track roads, and one that has been in service for 
about two years and has given good results, has just been patented 
by Messrs, Fry & Basford. As it is of low cost, thus bringing it 
within the reach of many roads not able to afford the more costly 
apparatus of either of the other two systems, a short description 
of the system would be advisable. 

The apparatus made use of may be briefly stated to be: An 
electro-magnet for controlling the signal lever* a polarized relay 
and pole-changing switch to energize the ele;<;:tro-magnet at the 
next station and unlock the signal lever; a ti(ack circuit, and a 
track instrument with the necessary relays to restore the releasing 
circuit when a train passes out of the block; an electric slot for 
putting the signal at danger immediately a train has passed by 
the signal. 

As the drawing showing the several relays and the' different 
circuits is somewhat difficult to read, I will not give it here, but. 
will say that the apparatus is inclosed in a neat box with the 
handles of the two switches that are worked by the operator pro- 
jecting from one side. 

But one wire is used in this system, the telegraph instruments 
being cut out whenever it is desired to unlock the signal. The 
line wire is also grounded whenever the signal lever is pulled over 
and the signal cleared, so that the operator is cut off from com- 
municating with the next station and is forced to keep the lever 
in the normal position as much of the time as possible. 

The lock for controlling the signal lever is shown in Fig. ii, 
it being made to work with the ordinary levers used in operating 
the signals by the telegraphic method. L is the signal lever; 5* a 
sliding bar, with notches cut in it as shown and attached to the 
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lever L; A is the armature of the magnet il/, the end being made 
to fit in the notches cut in the bar S, to prevent the lever from 
being pulled over unless the armature is raised; M is the magnet 
[or raising the armature and releasing the lever when the proper 
connections are made and the electric circuit completed between 
the two stations. 

The operation of this system is as follows: Supposing a train 
to be approaching station A, and that A has asked B to release 
his signal, the block being clear, B shifts his pole-changing 
switch and reverses the current sent out from his battery to the 




main line. Al the same liine, A shifts his switch connecting the 
polarized relay with the main line, thus closing a local circuit 
through the releasing magnet M and unlocking the signal lever. 
Pulling the signal lever to "clear," breaks the main-line circuit, - 
dropping the armature of a magnet in the instrument and making 
it impossible for the signal to be released a second time should 
the operator at B leave his pole-changing switch in the reversed 
position. On shifting the pole-changing switch back to its nor- 
mal position, the circuit is broken between the battery and the 
ground, and positively held open until the train which has entered 
the block at A clears the track circuit and, consequently, the block 



64 

at B. In this way the admission of a second train at A is prevented 
while the block is occupied. To prevent a train on passing out of 
the block from restoring the circuit to stations on either side, and 
make it possible to unlock the lever at the next station ahead, as 
well as the station in the rear, two circuits are made use of, by 
which, unless they are passed over and completed in a certain 
succession, the releasing circuit is not restored and, in conse- 
quence, it is impossible to clear the signal. One of these circuits 
is completed by the track instrument, the other by a track circuit 
which is placed on the station siding, as well as on the main line, 
so that a train pulling into the siding would restore the circuits the 
same as if it had passed out of the block on the main line. The 
two circuits completed by this means are so arranged that the 
circuit made through the rails works a relay which closes 
the circuit completed by the track instrument, so that unless 
a train passes over the track instalment before it passes over the 
track circuit, no action is produced on the relay of the second 
circuit, and the releasing circuit to the next station is not restored. 
From this it is seen that the system affords the same protection 
to trains on a single track that is given by the other systems, 
which are applicable only to double-track roads. 

Where roads have been equipped with a controlled manual 
system, the matter of expense has not cut such a figure as with 
the more simple apparatus, and the equipment has usually been 
more complete and all that good practice would require. As a 
rule, the instruments are placed in station buildings, but where 
these are too far apart, special cabins or towers are erected for 
the purpose. 

If placed at a station, it is usual to put the signals for each 
track on the riglit-hand side, and at such a distance beyond the 
station as will allow the trains to stop at the platform without 
having to pass the signal. Where there is no station and a tower 
is used, it is usual to put the two blades on a pole placed im- 
mediately in front of it, as shown in Fig. 12, as the connections are 
shorter and the cost is less. If there are several tracks to be 
governed and there is no room to put the pole next the track 
which the signal controls, it is necessary to make use of a bracket 
pole having separate masts for each track, or else a bridge may 
be erected spanning all the tracks, the signal being put im- 
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mediately over tlie track which it controls. The use of distant 
signals is, of course, optional, but the general practice is to put 
them in wherever the view is obscured, or the conditions such 
that the home signal cannot be seen until the train is quite 
near to it. 

With a controlled manual system, it is possible to lock elec- 
tricaliv all the switches and the levers of any interlocked crossing 




machine that may be in the block, so that when a clear signal is 
given it not only means that the block is clear, but that all the 
switches are set for the main line, and the derails and signals of 
any interlocked crossing are set for the train to proceed. This 
locking electrically is performed by fixing an electro-magnet on 
each switch and lever, so that it is impossible to open them unless 
the magnet is energized. This is done from the tower where the 
block signal machine is placed, and is so arranged that when the 
electric switch is set to release a switch in the block, tiie releasing 
circuit between the two stations is broken, and the operator at 
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one station cannot plung^e and release tlie signal at the next 
station. 

The automatic torpedo signal — an auxiliary signal that works 
in connection with the home signal — has of late come very much 
into use with the controlled manual systems. The machine is 
bolted to the rails, and is so arranged that when the semaphore 
signal is put in the danger position, a torpedo is moved forward 
from the magazine and placed where it will be exploded by the 
first wheel that passes over it. When the signal is cleared the 
torpedo is withdrawn from the rail and a train passes by without 
exploding it. 

It is thus seen that such an instrument is of great value in such 
places as a tunnel, or where the signal lights are apt to be ob- 
scured by smoke, or are in any way «lifificult to see, as it furnishes 
an audible signal about which there can he no mistake, and one 
which compels the engineer's attention. If exploded, it furnishes 
incontrovertible evidence that the engineer did not obey the signal 
but ran by it. 

With the controlled manual systems, it is, of course, impos- 
sible to use permissive blocking, as such use does away entirely 
with the protection afforded by the automatic features of the 
system. For, if two trains are admitted to the block, the first 
one passing out would release the signal at the entrance of the 
block, and allow a careless operator to admit a third train before 
the second train had cleared the block. 

This is undoubtedly a great objection to such a system, and 
one that will stand very much in the way of its general adoption 
by many roads. Its field of usefulness is thus limited to sections 
of roads, or divisions, where, on account of the difficulties of 
operation, or the number of trains run, it is not safe to make 
use of permissive blocking. 



CHAPTER V. 

CONSTRUCTION— THE AUTOMATIC 
ELECTRIC SYSTEMS. 

The automatic systems may be divided into two classes, the 
automatic electric and the automatic mechanical, the distinction 
being made in the power used to operate the several systems. 

It is the purpose of this article to consider the automatic elec- 
tric systems only; but before doing so, it would be well to say a 
few words about the electric battery and the relays that are used 
with these systems, for it is upon the arrangement and con- 
struction of these two things, more than anything else, that an 
electric system depends for its proper working. The battery used 
is the one commonly used for telegraphing, and is what is known 
as the gravity battery, being made by placing a piece of copper 
and a piece of zinc in a glass jar and surrounding them with a solu- 
tion of sulphate of copper. Chemical action takes place between 
the sulphate of copper and the zinc, resulting in the formation 
of an electric current flowing from the copper to the zinc, if the 
two are connected by a wire to complete the circuit. 

If the wire in which the current of electricity is flowing is 
wound around a piece of iron, it will cause the iron to become 
magnetized in proportion to the amount of current and the num- 
ber of turns of the wire. If the iron is soft or annealed, it will 
lose its magnetism when the circuit is broken. A piece of steel 
or hard iron w^ill retain a part of its magnetism and become a 
permanent magnet. It is this property of a piece of soft iron to 
become magnetized by a current of electricity and then to lose 
its magnetism when the circuit is broken, that is made use of in 
the construction of the relay to transform the energy of the electric 
current flowing through the wire into the motion of the relay 
armature. For, by arranging a piece of soft iron in front of the 
poles of the magnet, it will be attracted when the magnet is ener- 
gized and pulled away, either by a spring or gravity, when the 
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circuit is broken and the iron loses its magnetism, a certain 
motion being thus imparted to the piece of iron each time the 
circuit is completed or broken. The piece of iron is called an 
armature, and the motion imparted to it is the one made use of in 
doing any mechanical work by electricity, whether it be to make 
or break electric circuits, to move valves, to turn a pulley, or any 
of the thousand and one instances that we find in every-day use. 

Electricity is susceptible of measurement, the same as if it was 
a piece of solid matter having size and weight, and while science 
is yet unable to say that it is anything more than a force, its laws 
and properties are well understood. The electrical units of meas- 
urement are the **ampere," the "volt" and the "ohm" — the ampere 
measuring the amount of current that is flowing in a given circuit, 
the volt being the tension or pressure existing between the two 
poles of the battery, and the ohm the resistance offered by the 
wire, or other parts of the circuit, to the passage of the current. 
The amount of electricity flowing through a given resistance is 
directly proportional to the pressure; the lower the resistance, 
the greater will be the amount of electricity flowing with a given 
pressure; the greater the resistance, the greater must the pressure 
be to send a given current of electricity through that resistance. 
If there are two channels through which a current of electricity 
can flow, the amount flowing through each will be inversely pro- 
portional to their resistance. A gravity cell, such as is used to 
work the different relays, gives a current of one-quarter of an 
ampere, at a pressure or electro-motive force of .9 or about one 
volt, and has an internal resistance of four ohms to the passage 
of a current of electricity. If the cells are arranged in series — that 
is, with the copper of one attached to the zinc of the next — the 
electro-motive force or voltage is increased one volt for each cell, 
and the amount of current remains at ^ ampere; if the cells are in 
parallel, with all the coppers connected to one wire and all the 
zincs to the other wire, the electro-motive force remains the same, 
while the amperes are increased ^ ampere for each cell. 

Having these lacts and figures, we are now in a position to 
take, up and consider the arrangement of a track circuit, the relay, 
and the action which takes place when a train runs on the track 
circuit; for, as the track c.rcuit is the controlling agent of the 
best of the automatic electric systems, it is necessary that a thor- 



ough understanding be had of tlie part that it plays in the suc- 
cessful working of such a system. 

In equipping a road with an automatic electric system, the 
track is divided up into blocks of any desired length, a signal of 
the pattern adopted being placed at the entrance of each block. 
The rails of each block are made into a track circuit by insulating 
the rails of one from those of the next block, by means of a fiber 
end piece of the same size as the rail, and by using wooden splices 
in place of the iron ones, as shown in Fig. 3. 

It has been found impossible, in practice, to make the length 
of any one circuit longer than 3,000 feet, owing to the increase 
of the resistance o£ the circuit, causing in wet weather such a loss 
of electricity, by leakage across the track from one rail to the 
other, that enough electricity does not flow through the relay to 
magnetize it, producing the same result that a pair of wheels 
would if it were in the block. In consequence of this there may be 




several track circuits or sections in a block, each one being in- 
sulated and separate from the next, but so arranged, by means of 
relays, that the same results are obtained as with a single-track 
circuit the length of the block. 

Each rail in the section is joined with the one next it by a bond 
wire, as is shown in Fig. 2, for the purpose of making a continuous 
circuit from one end of the section to the other, the contacts made 
by the angle bars being imperfect on account of wear, rust or the 
loosening of bolts. There are two bond wires to each joint, being 
usually placed on opposite sides of the rail; so that if, from any 
cause, one should get broken, the circuit would be maintained 
through the other one. At the end of each section furthest away 
from the signal, a battery of two cells is located, the two poles of 
which are respectively joined by wire to the two lines of rail; the 
manner of attaching a wire to a rail being shown in Fig. i, the 
connection between the two wires being soldered. 
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The cells, for protection, as well as to prevent their freezing 
in cold weather, are placed in a box or batterj' well, shown in Fig. 
4, and buried in the ground. At the signal end of the section a 
relay is placed, being connected by wires to the two lines of rails, 
and in this way establishing a complete circuit from the battery to 
one rail, from the rail to the relay, from the relay to the other rail, 
and from that rail back to the battery. Owing to the fact that 
water makes the earth a fairly good conductor, it is necessary 
that the resistance of the circuit be kept as low as possible, so that 
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even under adverse conditions there will be less resistance 
through the relay than across the track, and the electricity will 
follow the rails and energize the relay, making it work properly 
in all kinds of weather. To keep the anioimt of electricity that 
leaks across from one rail to the other as small as possible, the two 
cells are arranged in parallel, the amount of electricity being in- 
creased thereby, while the voltage or pressure remains the same 
as with one cell. This reducing of the pressure reduces the power 
of the current to flow through a certain resistance, so that where 
there would be a large leakage of electricity across from one raH 



to the -other, if tHe cells were in series, there would be but very 
little if they were in parallel, the current flowing through the relay 
instead and energizing it. In practice it has been found that the 
resistance of the relay should very nearly equal that of the external 
resistance of a circuit; but as the resistance of a track circuit is 
only half an ohm, it is practically nothing, and so the relays are, 
made of the same resistance as a cell, or four ohms. 

The relay used in connection with a track circuit, from the 
nature of the work, must be a very sensitive one and able to work 
with the least possible current. The magnets should be com- 
parativel)' large, the armature light and well proportioned, and 
the parts well fitted without lost motion, so that a maximum of 
pressure for a given current will be exerted on the platinum points 
and a good contact made. The working parts of the relay should 
be enclosed in a dust-proof box or case, so that no foreign sub- 
stance can get between the points and thus prevent a contact. 

Assuming that everything has been properly arranged, and 
that a current of electricity is flowing through the relay, ener- 
gizing the magnet and attracting the armature; if now a train, 
or even a pair of wheels, should enter the section, a short circuit 
would be formed from one rail to the other, cutting out the relay, 
as there is practically no resistance through the wheels and 
axles — the current from the battery flowing to the rail, from that 
rail through the wheels to the other rail, and back to the battery. 

When the current is cut out in this way, the relay loses its 
magnetism and the armature drops, separating the contact points 
on the end of the armature, and thereby breaking the current pass- 
ing through them. 

This other or second circuit flowing through the contact points 
is a more powerful one than that used for the track circuit, and is 
the one made use of to operate the signal, whether this is done by 
the application of electro-magnetism to the parts of the signal, 
or by controlling the action of compressed air, or the force of 
gravity, any one of which may be the power actually used to work 
the signal. The battery cells in the second, or signal circuit, are 
arranged in series, as the resistance of the relays and the wires 
connecting the signals is much greater than it is with a track 
circuit. The number of cells varies with the number of signals 
to be operated by the current and the length of the wire connecting 



L 



72 

the signals, or, in other words, according to tfie resistance. If 
the resistance is low, few cells will be required; if high, it means 
that there is more work to be done, and a greater number will 
have to be used. The number used varies all the way from four 
to twelve cells for each circuit, eight being about the average 
number required for blocks one-half mile long. The cells are 
either placed in battery wells or in small houses built especially 
for the purpose. These are generally sunk in the ground to pre- 
vent the cells freezing in cold weather. 

The length of the blocks varies on almost every road; but as 
the expense of maintenance of an electric signal is small, the 
blocks are usually made much shorter than where operators have 
to be employed to work the signals. Then, again, as the length 
of the block regulates the distance apart which it is necessary to 
keep trains — the shorter the blocks, the greater being the number 
of trains that can be run in a given time — there is every advan- 
tage to be had in making them as short as the amount of money 
the road can afford to spend in this direction will allow. 

An excellent feature of the track-circuit system is the ease with 
which switches and side tracks can be connected with the signal, 
and, by setting the signal at danger, stop a train if the main line 
is not clear. 

A switch is protected by nmning either the track or the 
secondary circuits through a circuit breaker, worked from the 
points of the switch. If the switch is set for the main line, the 
circuit is not interrupted, and the signal shows "All Clear." If, 
however, the switch is open, the circuit is broken, and the signal 
will indicate danger. 

By wiring up the ends of the side track and making it form a 
part of the track circuit, any train standing on that portion of the 
track will keep the signal at danger the same as if it were on the 
main line; so that whenever a train enters a side track in the block, 
the signal remains at danger until the train has entered the siding 
and cleared the main line. 

A track circuit also affords protection against a broken rail, 
for if tliis should happen, the circuit through the rail would be 
broken, from a separation of the ends of the rail, and the signal 
would be set at danger. 

Everything that has so far been considered is common to all 



the automatic track-circuit systems, and may be said to be the 
ground work upon which they depend tor their proper working, 
so that it is from this point that they diverge to the several devices 
which constitute the different systems. 

Taking up the Westinghouse pneumatic system, it will be re- 
membered that this system makes use of the ordinary sema- 
phore to give the different indications of the state of the block, 
the work of moving the signal being performed by means of com- 
pressed air controlled by a valve, operated by an electro-magnet; 
the compressed air being supplied from a central pumping station, 
at a pressure of sixty pounds, and in as dry a state as possible, to 
prevent clogging the apparatus from the condensation of water. 

The genera! arrangement of the apparatus showing the con- 
nections to tlie signal blade are shown in Fig. 5, the photograph 
being made of a signal on a road where green is used for the all- 
clear signal. It wili be noticed that the signal casting is made to 
hold two glasses, one red and the other green, that one being 
brought in front of the lamp which will give an indication cor- 
responding with the position of the blade. As is customary where 
this system is in use. there are two blades on the pole — the upper 
a home signal, painted red, and governing the block immediately 
ahead; the lower, a cautionary signal, painted green, and working 
in connection with the home signal of the next succeeding block. 
Each signal is operated by a piston working in a cylinder which 
is three inches in diameter, the piston rod being so connected to the 
balance lever as to move the signal to the safety position, when 
air is admitted from the supply pipe to the cylinder; the weight 
of the signal casting and that on the balance lever, if such is 
necessary, causing the signal to return to the danger position when 
the air is released. From this it is seen that although the normal 
position of the signal is at safety, not at danger, the fact of its 
being at safety is a sure indication that everything is ail right; 
for if anything should happen to the air supply, or any of the parts 
become disconnected, or either of the circuits get broken, the 
signal would immediately assume the danger position, and remain 
there until the defect was remedied. The details of the cylinder, 
the valve and the electro-magnet are clearly shown in Fig 6, the 
parts being shown in a position corresponding with the danger 
position of the s'gnal. M is the magnet, A the armature, and f ' a 
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valve worked by the armature. P is a piston working in the cylin- 
(!er C, .S' the pipe by which the air is supplied; E. F passages 
for admitting air to the cyUnder; A' a valve worked by the spring 
Z, to shut off the supply of air whenever the current passing 
through the magnet M is broken; and Y the exhaust opening into 
the atmosphere by which the compressed air is allowed to escape. 



w. 



The Electro-Psecmatic Sigkai.. 

S is a circuit breaker, worked Ly a pin on the side of the piston 
rod, being so arranged as to break the circuit operating the pre- 
cautionary signal whenever the home signal assumes the danger 
position. 

The operation of the signal may be explained as follows: Sup- 
posing the signal to he in the danger position, and that the signal 




circuit, or the one energizing the magnet, had just been closed by 
the track-circuit relay. The current would then flow through 
the magnet M, causing the armature A to be attracted. This 
presses tiie valve X from its seat, at the same time seating the 
valve V, closing the exhaust and allowing air from the supply pipe 
5' to flow along the passages E and F into the cylinder behind the 
piston P, forcing it through the cylinder the length of its stroke 
and clearing the signal. As the piston was pressed down, the 
spring of the circuit breaker would be released, the circuit closed, 
and, if the next succeeding block was clear, the cautionary signal 
would assume the "All Clear" or "Safety" position. 

A diagram representing a piece of track, divided into several 
block sections, with the necessary signals and the several electric 
circuits, is shown in Fig, 7. The upper signal, with the pointed 
end, on each pole, is the home signal; the lower one, with the end 
notched, is the cautionary signal, showing the condition of the 
next succeeding block ahead. An engine is supposed to be in 
Block 2, the signals of the several blocks being shown in the posi- 
tion they would assume in conseqiience of this block being occu- 
pied. In Block I we find that, as there is no train or part of a train 
in this block, the current from the battery is flowing through the 
rails of the block and energizing the relay, the armature being held 
up and the signal circuit closed. This energizes the magnet of the 
home-signal cyhnder, and, by attracting the armature, opens the 
valve and admits air to the cylinder, clearing the. signal. 

As the lower, or cautionary signal, must indicate the condition 
of the next succeeding block the signal circuit operating the mag- 
net must be controlled by the track-circuit relay of that block, and, 
as the relay is short-circuited by the engine in that block, the 
signal circuit is broken and the signal is shown at danger. This 
is clearly shown by tracing out the two circuits of Block 2. The 
armature of the relay is down, breaking the signal circuit at the 
point E, the current from the main battery being cut o£E from the 
magnets operating the home signal of Block 2 and the cautionary 
signal at tlie entrance of Block I — the signals, in consequence, 
indicating danger. 

It will be noticed that the circuit operating the cautionary 
signal is made to pass through the circuit breaker worked by the 
home signal placed on the same pole, so that if the home signal 
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should for any cause assume the danger position, the circuit of 
the cautionary signal would be broken and that signal would 
also go to danger. The obvious reason for this is that as the 
home signal is the controlling signal, when it indicates "Dan- 
ger, stop!" the indication given by the other signal must, of 
course, be the same, or there would be at the entrance of the 
block two signals, one indicating "Danger, stop!" and the other 
"Safety, go ahead!" Breaking the signal circuit at this point 
does not cause both of the signals operated by the main battery 
of Block 3 to assume the danger position, as the two magnets 
operated by this current are in parallel and not in series ; the cur- 
rent flowing from the battery through the contact points of the 
track-circuit relay, after which it is divided, one-half flowing 
through the magnet of the home signal, and the other half to the 
magnet of the cautionary signal. The circuit from each signal 
back to the battery is completed, either by a common return 
wire or by connections made with the ground, as is represented 
in the cut. 

The signals at the entrance of Block 3 are shown at safety, 
indicating that not only is Block 3 clear, but that Block 4 is 
clear also. 

If we suppose the train to have moved up into Block 3, both 
signals governing the entrance of that block would go to danger, 
the home signal at the entrance of Block 2 and the cautionary 
signal of Block i changing to safety, while the cautionary signal 
of Block 2 would remain at danger. 

From this description it is seen that a train is at all times 
protected by a stop signal immediately behind it, and a caution- 
ary signal which is the distance of an entire block behind that 
one, to give warning to any following trains that a train is in the 
next succeeding block. This system has been in successful 
operation for a number of years, and is at present in use, to a 
greater or less extent, on the Pennsylvania, the Central of New 
Jersey, the Boston & Maine, the Chicago & Northwestern and 
other roads. Criticisms that have been made against the system 
are that the cost of installation is large, and that there is a pos- 
sibility of the signal giving a wrong indication, from water freez- 
ing around the air valve in winter, due to a condensation of 
moisture upon the valve and in the passages when air was re- 
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leased from the cylinder. The manufacturers claim that this 
latter difficulty has been overcome, by providing better means 
of drying the air at the pumping station, by draining the reser- 
voirs regularly of water, and by putting the cylinder inside of 
an iron pipe, which pipe is made to answer for the signal pole, so 
that the parts are protected and will not become clogged with 
snow or ice. 

Passing on now to the Hall electric signal, we find, as has 
been previously stated, that it differs very widely from the 
ordinary semaphore signal, in that the indications are made .by 
different colors and not by tlie position of a signal blade. The 
form and general appearance of this signal is shown in Fig. 8, 
the signal being represented as indicating safety. The view shown 
is one taken on the Chicago & Northwestern, the signal being 
put in between the two tracks, wherever possible, as the trains 
of that road run on the left-hand track. As will be seen by refer- 
ence to the figure, the working parts are inclosed in a large box 
placed on the top of an iron pole, a large glass-covered opening 
being made in the box, behind which a colored disk is raised or 
lowered to give the different indications. A white glass ex- 
posed in the back of the case whenever the disk is raised, does 
away with the necessity of bringing a white disk in front of the 
opening for the safety indication, and serves also to illuminate the 
disk when the same is brought in front of the opening. The case 
is painted black for the purpose of making a strong contrast with 
the red of the disk or the white of the background, and in this 
way make the indication more distinct and visible at a much 
greater distance than it would be otherwise. To distinguish a 
cautionary signal from a home signal, the case of the former is 
painted white, instead of black, so as to form a strong contrast 
with the disk, which is painted green in place of red, green being 
the color used to indicate caution, from its use as such for a night 
signal. Cautionary signals of this pattern are used in the same 
manner as with the semaphore signal, the two cases being ar- 
ranged as shown in Fig. 9, the home signal being the one placed 
on top, or above the cautionary signal. 

Two interior views of the signal case are shown in Fig. 10, 
the signal being represented in one case as at danger, and in 
the other at safetv. It will be seen that the construction of this 



79 

signal is exceedingly simple, consisting of a magnet supported 
on a suitable frame, which also acts as a bearing plate for the 
armature; of an armature made of special desifiji, which, it is 
claimed, will lift a heavier weight with the same current than 
will any other form of armature; the two aluminum wire frames 




fastened to the armature, over the larger of which colored silk 
is stretched to give the danger indication, a piece of colored glass 
being put in the other, which is brought in front of a lamp to 
give the same indication at night. The large disk being heavier 
than the small one, the signal moves to danger by the force of 
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gravity. When, however, the magnet is energized, the disks are 
withdrawn from before the openings by the rotary movement 
of the armature, and a safety indication is given. The indications 
at night are made by a lamp placed behind the opening provided 
in the upper part of the case, as is show^n in Fig. ii, the clear 
white light showing through if the signal is in the safety position, 
and red or green if it is at danger. 

The circuits- that are used with the pneumatic system can be 
used to operate this signal also, as the signal is held in the safety 
position by the signal circuit, the same as with the pneumatic. 
For, when there is a train the block and the track relay is short- 
circuited, the armature will fall, breaking the signal circuit flow- 
ing through the signal magnet, and allowing the signal to go to 
danger by the force of gravity. The cautionary signal being 
connected with the track-circuit relay of the next succeeding 
block, in the same way as was shown with the pneumatic system, 
it will indicate to an approaching train whether that block is 
occupied or not. 

The Hall system is in use on the Illinois Central, the Boston & 
Albany, the Chicago & Northwestern and many other railroads, 
the total number of signals in use being in the neighborhood of 
1,500. 

Very decided objections have been raised against this form 
of signal by many experienced railroad men, owing to its de- 
pending entirely on color, instead of position, for the different 
indications, they claiming that the impression made on train- 
men is not a very decided one, and that the signal is not visible 
at a sufficiently great distance, except under the best conditions 
of weather, to allow an engineer to stop before passing the signal, 
should it be at danger. However, these are questions^ about 
which almost everyone will have a different opinion, and' it must 
be left for the management of each road to settle in the way they 
think best. Another objection is that wet snow will stick to 
the glass, and, by obscuring the signal, practically put it out 
of service just when a signal is most needed. 

Of all the automatic signals, the Hall is the surest in its 
workings and the easiest to keep in order, the times when it 
has been known to indicate "Clear" when such was not the 
fact being few and far between. This has occurred where the 
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case has been defective, allowing water to leak in and saturate 
the cloth of the large disk. The electro-magnet is, then, 
not strong enough, when energized, to raise the disk, unless 
the counterbalance weight is adjusted further out on the arm 
of the small disk. Should the cloth drv out and the counter- 
weight not be readjusted, the large disk will be overbalanced 
and the signal will be held at safety by gravity when the signal 
circuit is broken, thus giving a wTong indication. 

Certain it is that one can hardly imagine anything simpler 
and less likely to get out of order than is this signal, for there is 
nothing touching the disk to catch or get out of adjustment, 
the power being applied direct by means of magnetic lines of 
force; there is no friction in tlie parts other than from one small 
shaft, and, by being inclosed in a case, the moving parts are pro- 
tected from interference from any outside agency. 



CHAPTER VI. 

CONSTRUCTION— THE AUTOMATIC ELEC- 
TRIC SYSTEMS.— Continued. 

An automatic electric signal, with which, no doubt, the most 
i)[ lis are familiar, is the banner or clock-work signal shown in 
i'igs. I and 2, it being the signal brought out by the Union 




Switch & Signal Co. to do away with the objections urged against 
a disk signal, and before the invention of the pneumatic signal. 
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It will be seen that the signal is made up of two disks — one 
being circular and painted red for the danger signal, the other 
oval in shape and painted white for the safety indication. A 
square plate placed behind the disk and painted black, to make 
a good background, brings out \'ery strongly by contrast the 
difference in the form of the Iwo disks. The framework sur- 
rounding the disks is painted wliitf, and also helps to bring out, 




in a way that is very effectual, both the form and color of the disk 
that is seen by an aproaching train. 

The two disks are fastened to a shaft tonied by a weight and 
clock-work mechanism, the latter being placed in the box seen 
underneath the disk. The mechanism is alternately released and 
held by a magnet operated by the signal circuit, or the circuit 
controlled by the track relay, the disks being turned through a 
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quarter of a circle for each change in the condition of the mag- 
net, thus alternately presenting one disk and then the other in 
the direction from which a train would approach. If the block 
is clear, the circuit is closed and the oval disk is displayed, thus 
giving a safety indication; when ihe signal ciraiit is broken, the 
armature drops, releasing the mechanism which turns the shaft 
through a quarter of a circle, and the round disk or danger signal 
is displayed. An ordinary switch lamp, placed on top of the 




shaft, is used at night to give indications to correspond with those 
given by the disks. 

The ctock-work mechanism is shown in Fig. 3, the weight 
used for turning the signal being attached to a chain wound 
around the lower shaft, the shafts carrying the disks being placed 
on the spindle shown at the top of the figure. It will be seen that 
the armature of the magnet holds, at all times, one or the other 
of the two flops, whicli, when they are released, raise a catch hold- 
ing one of the cross-arms of a shaft geared to the spindle, allowing 
this shaft to turn through a quarter of a circle, when it is caught 
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by the other catch, the flop being held up by the armature. The 
weight is wound up by a handle made to fit on the square end of 
the shaft, seen in the cut, a threaded nut with a projecting pin 
being fitted to the shaft, and so made as to separate the contact 
points of two springs through w^hich the signal circuit is run^ 
and set the signal at danger if the weight is permitted to very 
nearly run down. This is done so that the signal will be left 
standing at danger when run down, as otherwise the signal might 
stop at safety and cause an accident by giving an *'A11 Clear" indi- 
cation when such was not the state of the block. The signal will 
give some some 600 indications for one winding, or, in other 
words, it will indicate correctly the condition of the block for 300 
trains passing it. 

This signal is in use on a large number of roads, the Cincin- 
nati Southern, the C, M. & St. P., and the Providence & Wor- 
cester having quite a number in service. However, it will, in all 
probability, never come into very general use, from the fact that 
there is too great a chance of its getting out of order and giving a 
wrong safety indication; not that it will very often fail to work, 
but that when it does so fail, it is almost as liable to give a safety 
indication as one indicating danger. 

An automatic signal to be worth anything must be made so 
that it will very seldom get out of order, as trainmen will lose 
faith in it if they have to disregard its indications very often. 
But while everything will get out of order occasionally, par- 
ticularly if not properly looked after, it does not follow that when 
a signal does get out of order it should ever show safety. 
Although the mechanism of this signal seems very simple and 
well put together, it can very easily become disarranged or get 
out of adjustment, and show safety when it should not; for if any 
one of the following things should happen to the mechanism, 
the signal is just as likely to stop at safety as at danger. 

Sticking of the armature, from polarization, or the armature 
binding in the trunions. 

Jamming of the chain between the weight and the walls of the 
surrounding pipe. 

Breakage of the chain, sticking of any of the parts, due to a 
lack of oil, accumulation of dust, etc. 

There is one thing about the signal shown in the cut which 
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is quite an improvement over some other signals of the same pat- 
tern made by this company, and that is in providing a disk to 
g^ve the safety indication and making the signal one of form as 
well as of color. Many of the sigqals have only the one disk, that 
for indicating danger, in which case it becomes a color signal 
only; for when the signal is at safety, the edge of the disk is pre- 
sented, and the background — with this pattern painted white — 
would be the only thing visible. If the background against 
which the signal was seen happened to be one presenting little 
contrast with the white of the signal — the sky, for instance — it is 
almost impossible to distinguish it until quite close, and while a 
danger signal would be plainly visible, the safety indication would 
be very hard to make out. 

With the signal shown in the cut, the safety indication can be 
plainly seen, irrespective of the surrounding objects, as the disk, 
being oval-shaped, would show very plainly, against the black 
background surrounded by a white ring. 

An automatic signal that is very interesting, as showing a new 
development in the application of electricity to the operation of 
a semaphore signal, by means of a motor, is shown in Fig. 4, the 
apparatus being the invention of Mr. J. W. Lattig, superintendent 
of telegraph of the Lehigh Valley Railroad. The semaphore 
being recognized as the best form of day signal, and practically 
the standard signal of all the roads in this country, it is the 
hope of almost everyone that some cheap and efficient method 
of automatically operating a semaphore signal will be found, 
to place it within the reach of all; so that, looked at from this 
standpoint, this signal has much to commend it, and while the 
number that are in use is small, it is to be hoped that the results ob- 
tained will be such as to warrant a more extensive trial. As will 
be seen by reference to Fig. 5, the motor is mounted on the pole 
below the signal, the signal being cleared by winding up a wire 
rope attached to the balance lever, the signal blade being pushed 
by means of an up and down rod into the position indicating 
safety. The wire rope is made of phosphor bronze, and is wound 
upon a drum connected to the large gear wheel. This wheel 
is geared to the armature of the motor, to increase the leverage, 
and while it takes a longer time to do the work, it increases very 
greatly the lifting power. 



To lock the motor after the signal has once been pulled to 
safety, and thus economize in the use of electricity, an Ingeniously 
arranged worm gear is made to shunt the electric current from 
the armature of the motor to a magnet, Fig. 6. placed at one end 
of the armature shaft, a small circular armature being provided 
on the end of the shaft, so that when the magnet is energized it 






will be attracted and held, thus locking the gear wheels and hold- 
ing the signal in the safety position. 

Normally, the position of this signal is at danger, the idea 
being to use the current only when a train is approaching — a. 
method of operating an automatic signal known as the "Normal 
Danger'' plan, the several circuits of which will be spoken of later 
on. When a train approaches the signal, the track circuit relay 
closes the signal circuit, starting the motor and winding up the 
wire rope by means of the geareii wheel and drum. When the 
signal has been brought to the safety position, the signal circuit 
is shunted to the magnet, shown in Fig. 5 above the large gear 




wheel, energizing tt and attracting the circular armature, lock- 
ing the armature and drum so that tJie rope cannot tanwind, and 
holding the signal in the safety position. As soon as the train 
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being the cylinder for closing the throttle, the magnet for open- 
ing the air valve when energized by a current of electricity, and 
the wire brushes attached to the equalizer of the engine truck, to 
pick up the current from a pair of guard rails placed on each 
side of the track, they being connected to the signal circuit 
battery, when the track circuit relay is demagnetized. 

The circuits are arranged the same as for a home and distant 
signal, except that the current, in each case, is conducted to the 
guard rails instead of to the signals. As there were two signals, 
so will there be two sets of guard rails that are energized behind 
a train and which will stop a following train, should it pass over 
either of them. 

When an application of air has been made, the engineer does 
not lose control of the train, for the magnet is energized moment- 
arily only, as the engine passes over the guard rails, and the 
engineer can pull up the handle, which will again be held by the 
armature of the magnet. This will release his air, and, by shutting 
the throttle lever home, making the latch in the air cylinder 
catch and make the connection between the lever and the throttle 
valve, he can again open the valve and admit steam to the cylin- 
ders. Of course, when the engineer does this and goes ahead, 
he must run with caution, expecting to find a train in the next 
block, or possibly a switch wrong, as causing the application of 
the air on his train. When doing so, he assumes all responsi- 
bility for the proper management of his train, and would be 
blamed for any accident that might result from his having gone 
ahead. 

The track circuit and relays used with this system are ar- 
ranged the same as with the signal systems, except that the signal 
circuit is completed instead of broken, when the track circuit 
relay is demagnetized, the armature making a back contact in- 
stead of a front one. As the normal condition of the armature 
is up, the normal condition of the signal circuit is broken; 
so that while the track circuit is continuous, the signal circuit is 
an open one, and is completed only when the armature is down 
and an engine is passing over the guard rails. This plan of 
having the normal condition of the signal circuit an open one is 
a very bad arrangement, and is very much like making the safety 
indication the normal position of a semaphore signal, for with an 
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open circuit the danger application is the one that is positive, and 
not the one indicating safety. In other words, if anything should 
happen to this circuit and it should fail to give an application, a 
safety indication is made, and not one that will indicate danger; 
the circuit fails to safety instead of to danger. To he safe, the sys- 
tem should be normally clear and fail to danger — a fault which 
it is manifestly impossible to overcome, from the fact that the 
apparatus is placed on the engine, where a continuous current 
through the magnet cannot be used. 

It is to be regretted that in the most extensive application 
made of this system, the relays used in connection with the track 
circuit were of a somewhat experimental form and one not well 
adapted to the work to be performed, or the number of failures, 
as gathered from the report read before the American Society of 
Civil Engineers, would not have been so large. In that report, 
it is stated that no failure of the system had occurred where the 
system had failed to indicate danger when it should have done so, 
and while this is probably true, there were several instances where 
it would have failed in this way had it so happened that one train 
followed another into the block. 

There are many things which may happen to the signal circuit 
and to the several parts of the apparatus, any one of which will 
cause the system to fail to make an application, and in this way 
give a safety indication when danger exists. These are; Sticking 
of the armature of the track circuit relay, from polarisation, or 
from the armature binding on the trunnions; giving out of the 
spring of the application valve; breaking of the wires at any part 
of the circuit, or loosening of the binding screws, breaking the 
connection; broken jar. allowing the liquid to escape; grounding 
of the current, the voltage being high; a piece of paper, dust or 
any non-conducting substance getting between the contact points 
of the relay; brushes failing to make a contact; waste catching 
in the teeth of the gear wheel, preventing the air valve from being 
turned; valve sticking, from lack of proper oiling. 

In describing the circuits spoken of in connection with the 
several automatic electric systems, it has been supposed that the 
signals have been applied only to roads having double tracks, 
the trains on a given track all running in the same direction. 
It has also been taken for granted that the blocks were .short 
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einough to tnake it desirable to have a distant signal the length 
of an entire block away from the home signal. In many cases it 
is found that in looking over the ground preparatory to installing 
an automatic system, that this latter arrangement, owing to the 
length of the block, the consequent expense and the possible slow- 
ing up of trains, from their having to run the distance of almost 
two blocks apart, is not advisable; in which case it is customary 
to do away with a cautionary signal and make use of what is 
known as the overlapping section. To use an overlapping sec- 
tion is to practically extend the block past the signal into the 
block ahead, the two signals standing at danger so long as a 
train remains on the overlapping section — that is, that a signal 
shall not return to the safety position until the train has not only 
entered the next block ahead, but shall have passed the signal the 
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distance of the overlapping section, the section being of such a 
length as will give ample distance in which a following train 
could be brought to a stop, should it have approached the home 
signal at speed and found it at danger. In Fig. 8 an arrangement 
of overlap track circuits is shown, the overlap being of any length 
desired. 5' is the signal placed at the entrance of each block, 
R the relay and B the battery for the main track circuit, T being 
the relay and C the battery for the overlap section ; A is the main 
battery operating the signal. It will be noticed that the relay for 
the overlap section is a double-point relay, the armature being 
provided with two contact points and making and breaking two 
separate circuits whenever the armature is attracted and released 
by the magnet. By- Tracing out the several circuits, it is seen 
that a train passing the signal and entering the overlap section 
puts the signal immediately behind it at danger, and keeps the 
signal at the entrance of the block it has just left at danger also. 
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for if the track circuit relay T is demagnetized, it will break the 
signal circuit to signal S-i at H and to signal S-2 at M. and set 
them both at danger. 

When the train passes from the overlap section to the main 
track circuit, the relay R is demagnetized, breaking the signal 
circuit at K, keeping signal .9-2 at danger, while signal S-\ goes 
to safety, in consequence of the circuit being restored at the point 
H, the armature being attracted by the magnet of the relay T, which 
became energized as soon as the train passed off the overlap 
section. 

Thus, there will always be two signals at danger behind a train 
as long as it is on the overlapping section, and only one signal 
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at danger when it has passed off the circuit on to the main track 
circuit of the block. 

All the circuits that have been considered, so far, are those 
for use only on a double-track road, but when a single-track road 
is to be equipped other circuits must be used, as the conditions 
are found to be more complicated and very different, for not only 
must a train protect itself by setting the signals in its rear, but it 
must set the signals ahead of it at danger, also, for trains running ■ 
in the opposite direction. Such a system of circuits is shown in 
Fig. 9, being those used by the Hall Signal Co. in seyeral in- 
stallations which they have made. This arrangement of circuits 
provides what is called by them "preliminary blocking sections," 
in which the second opposing signal in advance is set at danger 
by a train before it passes into the overlap section of the signal. 
Without this preliminary section it is possible for opposing 
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trains to enter the block at or about the same time, in which case 
each engineer would suppose that the signal had been set at 
danger by his train, and a collision would most probably result. 

With the use of the preliminary section this is impossible, as 
an engineer passing any signal would know that the track was 
clear for the block ahead and the preliminary section, also. If a 
train should enter the preliminary section at the same time that 
a train running in the opposite direction passed the signal of the 
block in advance, the signal at the entrance of the block in the 
face of the train on the preliminary section would be set at danger 
and that train would be stopped; the train in the block finding 
the next signal at danger would also come to a stop, and a col- 
lision would be prevented. By referring to the figure it will be 
seen that a train entering the preliminary section AT, would put the 
signal D at danger by breaking the signal circuit at the contact 
G-i of the track circuit relay R-i. On the train passing signal A 
and entering the track circuit 0, the signal A would be put at 
danger by the relay M-i breaking the circuit at the contact points 
P-i and S-i, the signal D being kept at danger by a circuit breaker 
X worked by the signal A, so that while the contact is made by the 
relay at G-i, the signal does not return to safety. When the train 
enters the preliminary section Q, the relay R-2 is demagnetized, 
breaking the circuit of signal F at G-2 and that of signal A at H-2, 
keeping the signals A and D at danger, while the signal F, the next 
one in advance, is put at danger, also. 

To show more clearly the effect of the preliminary section, let 
it be supposed that a train should enter the preliminary section 
N just after a train running in the opposite direction has passed 
the signal D ; when the train at D passed the signal, it put the 
signals A and C at danger by short-circuiting the relay, the signal 
D being set at danger by the circuit breaker worked by signal A, 
The train having passed signal D at safety, would, of course, 
proceed on its way, not knowing that a train was running against 
it in the. opposite direction. Not so with the train on the pre- 
liminary section, for although it would put the signal B at danger 
as soon as it entered the section, it would find signal A imme- 
diately ahead of it standing at danger and would come to a stop. 
The train running from signal D to signal By finding signal B at 
danger, would also come to a stop, the length of the overlap sec- 



97 

tion, or the distance between the signals A and B, being the dis- 
tance between tlie two trains. 

An arrangement of circuits that is being extensively adver- 
tised by one of the signal companies is one known as the "Normal 
Danger" plan, the signals being normally at danger until the ap- 
proach of a train, say, to within 2,000 feet of the signal, when the 
signal will indicate safety, provided the block is clear. Claims 
are made for this arrangement that it effects a great saving in 
battery power, the signal circuit being closed only when the signal 
is at safety, and that if the signal is at safety it is positive evidence 
to the engineer that the signal is in good order and that the track 
is clear, particularly if he has been able to see the signal change 
from danger to safety. While these arguments are, without 
doubt, very good ones, there are several objections to the ar- 
rangement that with many will considerably outweigh the advan- 
tages. These are, that very frequently with the long distances 
in which the signals would be visible to the engineer, he would 
be inclined to reduce the speed, not knowing if the signal would 
be cleared for him to proceed ; that if the signal should get out of 
order in any way, it would very likely not be found out until the 
approach of a train, thus causing delay, whereas if the signal 
was normally at clear, track men and others would be able to 
report the fact immediately the signal was found at danger with- 
out apparent cause; that track men and battery cleaners would 
know at all times, when maintaining the signals, that the circuits 
and batteries were left in good order, the fact of the signals bein^ 
left at clear being evidence to that effect. Again, defects are 
more easily detected and repairs made, the signal going to safety 
and indicating that everything is all right, immediately the 
trouble has been remedied. 

An arrangement of circuits that is in use on a good many 
roads, but one that is fast being done away with, owing to the 
superior advantages of a track circuit, is what is known as a wire 
circuit system, the signals being set at danger hy means of a track 
instrument placed at the entrance of the block, and being cleared 
by a similar instrument placed at a certain distance beyond the 
next succeeding signal. Such an instrument is shown in Fig, 10 ; 
the wheels of a passing train striking the end of the lever which 
jirojects slightly above the rail, raises the other end and forces 



upward a piston inside the case, making or breaking the signal 
circuit, whichever it is intended to do, according to the position 
of the instrument relative to that of the signal. 

This arrangement of circuits is certainly not to he recom- 
mended in comparison with a track circuit, since no protection 
from a following train is afforded should a train break in two, or 
back up after once passing the clearing instrument. No pro- 
tection is afforded should a train on a side track not have pulled 
in far enough to clear the main line. And, again, such an ar- 
rangement of circuits would fail to give warning in case of a 
broken rail — a failure that is liable to occur at almost any time. 

In the diagram showing the several circuits, the signal cir- 




cuits have been rcpresciucd a^ cxLi;iidiiig the entire length of 
the block, but in actual practice this arrangement is not always 
used, owing to the increased resistance of the circuit, due to 
the length of the wires. By making the line wire into a separate 
circuit from one signal to the next, and using a relay to make 
and break the circuit of a local battery, the same results are 
secured and a saving in battery power effected. 

With an automatic electric system, any switch in the block is 
very easily protected, the signal at the entrance of the block being 
put at danger when the switch is opened by attaching a circuit 
breaker to the points of the switch, so that the current through 
one rail of the track circuit, which is run through the contact 
points in the box, is not only broken, but the battery end of the 
broken circuit is connected with the other rail and an effectual 
short circuit formed. Bringing the wires of the signal circuit down 
to the switch box, instead of breaking the wires of the track cir- 
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cuit, while a very effective arrangement, is in many cases a more 
expensive one, and one that is not necessary, the chance of the 
others failing to act being very slight. 

Visible indicators, worked by the signal circuit, should be 
placed at all switches on the main line, so that if an approaching 
train has arrived within a certain distance of the signal at the 
entrance of the block, the indicator will be set at danger, and 
warn anyone desiring to use the switch that a train is approach- 
ing. Automatic signals should be located with reference to the 
character of the road and the number of trains that are run, the 
idea being to so space the signals as to make the running time 
through each block about the sam.e. The plan of putting the sig- 
nals very close together, if there are curves in the track, and very 
far apart where the signals can be seen, is a very poor arrange- 
ment, as it will often happen, owing to fog, snow or storms, 
that the signal cannot be seen until quite close to it, in which case 
trains following each other would be spaced the distance of the 
longest block apart, and not that of the shortest. 

In placing signals at the entrance of a block, it is a very good 
plan to put the signal a short distance beyond the beginning of 
the track circuit, so that the signal will go to danger before the 
engineer passes it, thus letting him see that it is working properly. 
Where this is done, any engineer stopping because the signal 
is at danger must be careful not to let his train run into the sec- 
tion controlling the signal, or the signal will not change to safety 
when the train keeping the signal at danger passes out of the 
block. 



CHAPTER VB. 

CONSTRUCTION— THE AUTOMATIC ME- 
CHANICAL AND THE STAFF SYSTEMS. 

With the automatic mechanical systems an attempt is made 
by mechanical means to automatically put the signal at the en- 
trance of the block at dangler, when a train passes it, and to 
change the signal back to safety when the train passes out o£ the 
block. The necessary impulse, or power, to work the signal 
is obtained from the wheels of the train, an inclined bar placed 
against the side of the rail being pressed down by the first wheel 
passing over it, and the small movement thus obtained, being in- 
creased by an arrangement of levers, is made to work the ap- 
paratus. One of these bars, or trips, as they are called, is placed at 
the entrance of the block to set the signal at danger, and a second 
trip, placed at the end of the block and connected with the first 
trip and the signal by a pipe line, is used to change the apparatus 
and the signal back to the normal position when a train passes 
over it. 

Two of these systems have come into a limited amount of use 
— the Rowell-Potter, on the "Alley" Elevated in Chicago, and the 
Boston, Revere Beach & Lynn in Massachusetts ; and the Black 
system, on the Metropolitan Elevated roads in New York City. 
The Rowell-Potter system was applied to the Intramural Railway 
at the World's Fair, but was not a strictly mechanical plant, the 
release, or restoring of the signal to a normal position, being 
effected by means of electricity. As applied to the "Alley L," 
the equipment is nothing more than a station protector, the 
track for i,ooo feet in front of each station being made into a 
block, the signal being placed 650 feet from the station. If the 
blocks were multiplied sufficiently, the entire road would be pro- 
tected, and trains could then follow each other no closer than the 
length of a block; as it is now, several trains may be run between 
two stations, but no train can pass the signal and not be stopped. 



so long as a train is in the station block. The Rowell-Potter 
system makes a notable departure from the ordinary signal sys-* 
tems, in that provision is made tor stopping a train independently 
of the engineer, should he be negligent, or, from physical causes, 
be unable to obey the signal. The system is not only automatic, 
but obedience to the signal is made compulsory, and all chance of 
a mistake being made is eliminated. 

The principal parts of the system are: the inclined bars or 
trips, the safety stop and air valve for applying the air if a danger 
signal is disregarded, and a latching device for holding up a 
weight and allowing the signal to be kept at danger as long as a 
train is in the block. 
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The inclined bar, or trip, is shown in Fig. 2, and also at B in 
Fig. I. One bar is about 6 feet long, the other 4 feet, the point 
where they are connected being raised i inch above the top of the 
rail. A train passing over the bars will gradually press them 
down, owing to their being inclined, and the motion so imparted 
is transmitted by a connecting rod and crank to a pipe line to work 
the signal or other parts of the apparatus. 

The safety stops for applying the air are shown at A and C, 
Fig. I, being placed at such a distance out from the rail that they 
will, if raised, strike the roller of the air valve on the engine, 
opening it and applying the air. Practically, the construction 
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is the same as that of a trip, except that the bars are lighter and 
are raised at tlie joint by a crank worked from the pipe line. The 
air valve is shown in Fig. 3, a cross section of the valve, when 
open, being shown in Fig. 4. Ordinarily the valve remains 
closed; but should an engineer attempt to run by a signal, or 
should a part of the apparatus get out of order, the safety stop 
bars {A or C, Fig. i) being raised, would strike the roller placed 
at the bottom of the vertical shaft, pressing it up, which, by means 
of the cam on the top of the shaft, presses in the valve rod, open- 
ing the valve and applying the air, the valve being held open by 







the latch dropping down in tlie slot cut in the rod. The wire 
fastened to the latch extends up through the running board, so 
that the engineer can, by pulling up ihe latch, allow the valve to 
close and release the brakes before the train has been brought 
to a full stop, A right and left screw on the shaft allows for ad- 
justments to be made to keep the roller the standard height above 
the top of the rail. 
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The latching device is shown at L, Fig. i, and in detail in 
Figs. 5 and 6. The object of this device is to hold up the weight 
(seen at W, Fig. i) after it has been raised by a passing train, 
allowing the counterweights X and Y, Fig. i, to carry the signal 
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to danger and to drop the weight, thereby raising the two weights 
X and Y, clearing the signal, and restoring the apparatus to its 
normal position when a train passes over the releasing trip and 
out of the block. By reference to Fig. 5, it is seen that the 
lever L carrying the weight is attached at one end to the inclined 
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bars or trip, and at the other end to the bottom of the rack rod / 
which, if raised, will be held up by the paw! piece E, engaging 
with the teeth cut in the rod F if tlie rocker R is held by the latch 
H. If the rocker R is not held by the latch H, the rack will pull 
the rocker down, bringing the pawl E against the projection /, 
forcing the pawl piece out and allowing the rack rod F to drop. 

The latch H is worked by the two lugs M and A', on the 
releasing bar Q, Fig. 6, the releasing bar being operated by a 
motion plate connected bv means of a crank and connecting rod 
to the pipe line operated by the releasing trip. If the bar is 
drawn out, the latch will hook the end of the rocker, allowing the 
pawl to engage with the rack and hold it up when it is raised; 
if the bar is shoved in, the latch will release the rocker, the weight 
drawing the rocker down, the pawl piece being drawn against the 
projection and forced out, releasing the rack and allowing it to 
drop. 

The general arrangement of the apparatus is shown in Fig. i, 
B being the operating trip placed in front of the signal, where a 
train will pass ovei; it, and, by pressing it down, raise the releasing 
trip, and also hook the latch of the latching device over the 
rocker, setting the instrument to hold the weight up when it is 
raised. Next to the operating trip, and opposite the signal, is 
the primarj' safety stop, which, if the signal is in the clear posi- 
tion, will be depressed, and will allow a train to proceed without 
stopping it. Next to this the signal trip and latching device is 
located, the secondary safety stop being placed beyond the pri- 
mary stop. 

The two safety stops are connei!ted by a pipe line worked by 
counterweights, as shown, so that when one is depressed the other 
is raised, a crank worked by the lever of the signal trip being 
used to connect the pipe line with the weight and clear the signal 
when the weight is dropped. 

At the end of the blocked section a trip, called the releasing 
trip, is placed, to restore the signal to the clear position when a 
train passes out of the block. It is connected to the operating 
trip by a pipe line, and so arranged that when the operating trip 
is down, the releasing trip will be raised. When the releasing 
trip is pressed down it will raise the operating trip, and thus leave 
the apparatus ready to be worked by the next train. 
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The operation of the system is as follows, supposing the ap- 
paratus to be in the normal position, with the operating trip 
raised, the primary safety stopped depressed, and the signal at 
safety, as is shown in Fig. 7, and that a train is approaching: 

When the engine passes over it the operating trip will be 
depressed, raising the releasing trip and drawing out the releasing 
bar, latching the rocker of the latching device, so that the weight 
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when raised will be held up. The signal being in the safety position 
and the primary stop depressed, the engine passes by without the 
air valve being opened : when the engine reaches the signal trip the 
bars are depressed, raising the weight which now is held up by 
the latching device, the crank operating the pipe line to the signal 
being turned by the lever, changing the signal to danger, raising 
the bars of the primary stop (as is shown in Fig. 8), and depress- 
ing those of the secondary slop, so that the engine passes on 
into the block without having the air applied. 

When the engine has moved beyond the station a distance of 
330 feet, it passes over the releasing trip and depresses it, the 
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operating trip in consequence being raised and the releasing bar 
of the latching device pulled out. This allows the weight to fall 
and restore the signal to the safety position, the secondary safety 
stop being raised and the bars of the primary safety stop de- 
pressed, the apparatus thus being left in the normal position, to 
allow a second train to enter the block. 

By connecting the two safety stops with the signal trip in the 
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manner shown, it insures that the brakes would be applied and 
the train stopped should the signal not be thrown to danger after 
the passage of a train. It will also enable the engineer to tell 
whether he has been stopped by a train in the block, or by some 
defect of the apparatus, due to breakage or to lack of adjustment. 
Switches are easily protected with this system, by providing a 
signal and safety stop to be worked from the points of the switch, 
at such a distance from the switch as will admit of a train 
being stopped before reaching the danger point. If all the en- 
gines of a road arc equipped with the air valve of the system, 
it is possible to provide the trainmen with a track instrument in 
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the shape of an inclined plane, which can be placed on the end 
of the ties to open the valve and compel a train to stop, should 
the engineer not observe the man signaling him. Claims are 
also made that the stop is an excellent device to be used in con- 
nection with any manual system, as it compels obedience on the 
part of the engineer to the indication of the signal. 

As installed on the **Alley L," the system has given good satis- 
faction. While it has been found necessary to strengthen some 
of the parts, the wear on the apparatus, as a whole, has been very 
small. While applications, due to a failure of the apparatus, 
occasionally happen, there have also been a few failures to apply 
the brakes, when they should have been applied. This has oc- 
curred through water collecting in the valves, or on the outside, 
and freezing up the vent holes, preventing the air from escaping 
when the valve was opened. 

Should the roller be knocked off, as might easily happen on a 
surface road, or the inclined bars of the safety stop get broken, 
no application of the brakes would be made, in which case, 
should the engineer be depending on the application of the brakes 
to indicate danger, the consequences might be serious. 

Black's automatic mechanical system is in use on portions of 
the elevated roads of New York City, and is a much simpler 
system than the Rowell-Potter. It is a signal system only, no 
attempt being made by mechanical means, or otherwise, to com- 
pel an engineer to obey the signal if it is at danger. 

The principal parts of the system are the two mechanical trips 
— one the operating trip at the entrance of the block to set the 
signal at danger, the other a releasing trip to restore the signal 
to its normal position — and the motion plate, by which the motion 
imparted to the pipe line connecting the two trips is made to 
work a signal. The signal, a photograph of which is shown in 
Fig. 9, is of the semaphore type, and is supported on an iron 
post, the top of the post being made in the form of a box or shield, 
behind which the blade can be hidden when in the safety position 
(shown in Fig. lo). The post is painted black, so that the safety 
indication is given by the absence of the signal, rather than by 
its vertical position. 

It will be noticed that three of the jaws on the two up and 
down rods connecting the '*T" crank at the base with the signal, 
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are slotted; this is done to relieve the signal casting of the sudden 
blows transmitted by the two trips, and allow the signal to be 
moved to the safety position by the force of gravity. The trips 
are of the same pattern as those used with the Rowell-Potter 
system, the wheels of the engine pressing down the inclined bars 
placed at the side of the rail, thereby turning a shaft connected 
to the pipe line by a crank, and moving it, the motion being im- 




BJ-ack'S Automatic Mechanical Sign, 



Danger." 



parted throngh the medium of a spiral spring. The motion plate, 
by which the motion imparted to the pipe line is transmitted to 
the "T" crank of the signal, is shown in Fig. Ii. The plate F 
sliding in the frame !■. forces the bar A to move from one side to 
the other, by means of the pin K working in the slot S, the bar A 
being connected by a rod with the "T" crank at the base of the 
signal pole. The slot is made somewhat longer than the travel 
of the pipe line, to allow for changes in the length of the con- 
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nections, from expansion and contraction, without affecting the 
movement of the signal. 

As installed on the New York Elevated, the blocks are of 
about 1,700 feet in length, the operating trip being placed a short 
distance beyond the signal, so that the signal will not go to 
danger until the locomotive has passed it. The releasing section 
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is carried past the next signal into the next block ahead, thus 
providing an overlapping section, and insuring that there will 
always be a signal at danger behind a train. On this road, the 
blocks are made continuous^ — that is, the entire track is equipped 
with the device, and not at stations only, as is the case with the 
Rowell-Potter system on the "Alley L" road in Chicago, 

While the automatic mechanical systems have undoubtedly 
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been giving satisfaction in the applications that have heeii made, 
the argument cannot be made from these installations that such 
systems would be applicable with any degree of success or dura- 
bility to the ordinary surface roads of this country. In the equip- 
ments spoken of, the leng;th of the blocks is between i,ooo and 
1,700 feet, and, judging from the strains put upon the apparatus, 
this is very nearly the limit at which it is possible to operate the 
mechanism successfully. This length of block, with the long 
trains that are being run to-day, would furnish no protection, 
as the signal would be cleared about the time that the rear car 
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passed it. Unless the blocks can be made a mile long, it would 
be useless to make an application, even if the matter of expense 
was left out. 

Again, since the inclined bars arc pressed down by the wheels 
of the train, it follows that the speed at which the train runs will 
materiaUy affect the blow given the apparatus; and while, with 
the present equipment, there has been very little trouble from 
this cause, the speed has been about 40 miles an hour only, so 
that one cannot say positively what the effect would be at higher 
speeds. Any equipment to a surface road would be very hard to 
maintain during the winter, owing to snow and ice clogging up 
the parts, which, unless they worked freely, would apply the air 



112 

and stop trains when they should not be stopped. While the 
objection to the length of the block would be overcome by using 
an electrical release with the Rowell-Potter system, it is very 
probable that such an instrument would require too careful ad- 
justment and have to be of too light a construction to be a prac- 
tical success, unless the necessary electric current could be ob- 
tained from a dynamo instead of an electric battery. Such an 
arrangement was used with the equipment on the Intramural at 
the World's Fair, and gave very good results, but as a new design 
has been gotten out by the signal company, it is evident they do 
not think the arrangement then used would work successfully on 
a surface road. 

Regarding the applications of the systems that have been 
made to the elevated roads, criticisms have been made that it is 
impossible to run the trains on schedule time if the signals are 
obeyed, and that, in consequence, they are, on the New York 
Elevated, disconnected the greater part of the time, or the en- 
gineers are allowed to run by them when at danger. Any such 
criticism applies solely to the length of the block, or the distance 
apart which the signals are placed, and not tO defects of the 
apparatus; for if the signals are further apart than it is desired 
to run trains, traffic will, of course, be delayed whenever the 
signals have to be obeyed. 

Having now explained the construction of the principal block 
signal systems used in this country, it would be well to more 
particularly describe the new Electric Train Staff system, which 
was spoken of as having been installed and in successful operation 
on the Chicago, Milwaukee & St. Paul Railway. The instrument 
used is one invented by Messrs. Webb & Thompson, and has been 
adopted by the London & Northwestern Railway Co., of England,, 
as their standard apparatus for blocking trains on single-track 
lines. 

The essential feature of this system is that a staff, either of 
metal or wood, is carried by the engineer as his authority to run 
his train over a given piece of track, the several staffs provided 
with this system being locked mechanically in the station instru- 
ments, so that but one staff can be removed at the same time 
from either instrument. Two measurements are provided, one 
being placed at each end of the block or section of track to be 
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controlled by the staffs. A wire connection is made between 

the two tnstniments for electrically unlocking the machines and 
allowing a staff to be withdrawn. Withdrawing a staff from 
either instrument locks up both instruments of that section, so 
that no staff can be taken out until the staff withdrawn is replaced 
m one or the other instrument. A staff may be withdrawn from 
either instRiment and a train started from either end of the 
block at any lime, provided a staff has not been withdrawn and 
given to some other train that is in the block. 

To allow trains to be run in the block permissively — for it is 
not always desirable to preserve an absolute block — metal tablets 
of a different form from the staff are provided in a box attached 
to the instrument, a special staff, called a permissive staff, being 
used as a key to unlock the box. Each one of the six tablets 
which are provided, may be used to forward a train, the last 
train taking the permissive staff and any remaining tablets. 

From this it is seen that when an engineer has a staff with 
him on his engine, he knows that the block ahead of him is clear, 
and that no train running in an opposite direction can enter the 
block. When he has a tablet with him, instead of the usual staff, 
he knows that there may be other trains in the block running in 
the same direction that he is, but there can be no train running 
in the opposite direction. 

A general view of the staff instrument is shown in Fig. 12, an 
ordinary and a permissive staff being showTi in Fig. 13. The 
principle upon which the machine is constructed is, that when a 
staff is withdrawn, the electric current energizing one of the mag- 
nets, which lifts the lock, allowing a staff to be withdrawn, is 
reversed through the coils of the magnet, neutralizing the effect 
of the current, and making it impossible to again take out a staff 
until the currents have been restored to their proper polarity by 
placing the staff back in one of the instruments. 

Details of the instrument are shown in Fig. 14. M being the 
magnet connected by the line wire with the battery of the other 
instrument through the key i" (Fig. 15!, A' the magnet energized 
by a local battery, the circuit being closed by turning the in- 
dicator handle H (Fig. 15V T is the armature of the magnets 
M and N, and is of such a shape as to fit in the slot in the drum 
/' and prevent it from turning, unless the armature is lifted by 




Withdrawing Staff 

D is allowed to turn, the staff being drawn through the segmental 
slot K to the opening 0, where it can be withdrawn from the 
instrument. The levers L, placed on the side of the instrument, 
are made to reverse the electric currents flowing through the 
magnet W, by changing the contacts from one end to the other 
whenever a staff is withdrawn from the instrument, and thus not 
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only prevent a second staff being withdrawn, but to reverse tin; 
current sent out to the other instmment when the key 5 is pressed, 
and make it impossible for a staff to be taken out of the other 
instrument also. 



w 



t 




To explain more fully the effect of reversing the current 
through one of the magnets, it must be noticed that the poles 
of the two magnets are joined together, forming a single pole 
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piece P. If the iron of the two magnets is magjietized, so that 
the north pole of one will be opposite the south pole of the other, 
there will be a mutual attraction, and each will satisfy the mag- 
netic attraction of the other. If, however, the poles of the two 
magnets are of the same polarity, it will have the effect of making 
the two magnets act as one magnet, the iron projection P between 
the two coils now becoming the pole piece, and the armature, in 




Details of Staff Instrument. 



consequence, will be attractciJ. I-'rom this it is seen that there 
must be two circuits to work the magnets of each machine— one 
from the main line battery of one instrument, closed by pressing 
on the key S ; the other an entirely local circuit, closed by turning 
the indicator handle hi of the other instrument. 

A galvanometer G (Fig. 15), placed in circuit with the main 
line wire, serves to inform the operator, when he wishes to with- 
draw a staff, when the operator at the other instrument has 
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pressed down the key S and closed the main Hne circuit. The 
indicator /, placed on the left side of the instrument, is used to 
designate from which instrument a staff has been withdrawn, 
and also when turned clear around, to break the main line circuit, 
allowing the galvanometer needle to return to a vertical position, 
and thus notify the other operator that the staff has been removed 
and he can release the key. A single-stroke bell, placed on the 




main line circuit, rings each time that the key of the instrument 
at the other station is pressed. 

The staffs (shown in Fig. 13) are made of a piece of iron pipe, 
name plates of the two stations at the ends of the block being 
riveted on the end. The rings riveted to the staff serve as pro- 
jections to fit in between the wings of the drum D (Fig. 14), to 
raise the several latches, as well as to make it impossible to place 
a staff taken from the instrument of one block into the instru- 
ment belonging to the next block. The number of staffs pro- 
vided for each instrument is usually ten, but as many may be used 
as will go into one machine. 

The operation of the instrument is as follows, supposing that 
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A and B represent the stations at the end of the block, and that a 
train is ready to start from A to B : A asks, by taps of the bell, 
according to an arranged code of signals, for permission to 
withdraw a staff. B responds, if there is no train in the block, 
by pressing on the key ^ (Fig. 15), sending a current through the 
magnet M and the galvanometer, the needle of which is imme- 
diately deflected. A turns the indicator handle H to "For Staff,'' 
thereby closing the local circuit, and lifts the staff to the top of 
the slot, as shown in Fig. 12. The projection on the staff strikes 
the tail-piece, as before described, lifting the magnets, which, as 
as the pole piece is now energized, also lifts the armature and 
unlocks the drum, allowing the staff to be withdrawn from the 
instrument. Immediately the staff is withdrawn, the operator 
turns the indicator / (Fig. 15) to "East" or "West Staff Out," as 
the case may be, breaking the main line circuit, and allowing the 
galvanometer needle to assume the vertical position and inform 
the operator at B that a staff has been withdrawn. Withdrawing 
the staff automatically causes the indicator H to return to the 
position "For Bell," breaking the local circuit and preventing the 
battery from being run down. 

The staff is then given to the conductor, who gives it to the 
engineer, to be kept on the engine. On the arrival of the train at 
B, the staff is taken to the office and given to the operator, who 
places it in his staff instrument, and notifies A, by taps on the 
bell, that the staff has been placed in the instrument. Another 
staff can then be withdrawn from either instrument, and a train 
sent in either direction through the block that is desired. 

To block trains permissively, six tablets are provided, a pro- 
jection or lug being provided on the end of the permissive staff 
(shown at G, Fig. 13), by which the box E (Fig. 15), on the face 
of the instrument, in which the tablets are placed, may be un- 
locked and the tablets removed, as shown. As soon as any of 
the tablets are removed from the box, a catch-piece C is dropped 
into the opening 0, so that the large ring W on the permissive 
staff will not admit of the staff being put back in the instrument, 
and as the permissive staff has been withdrawn, both instruments 
are locked, and no other staff can be withdrawn. 

When it is desired to send one or more trains into the block, 
the permissive staff is withdrawn from the instrument the same 
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as any other staff, and is used to unlock the box containing the 
six tablets. A tablet is given to each train that it is desired to 
send forward, the last train being given the staff and any remain- 
ing tablets; for, unless all the tablets have been placed in the 
tablet box of one instrument or the other, it is impossible to put 
the permissive staff in either instrument, and, until this is done, 







the section would be blocked, as no other staff can be with- 
drawn. 

A staff lock, shown in Fig. i6, is provided at all switches in the 
block. Projections on the staff, seen at P, Fig, 13, serve as a key 
with which to unlock the switch. To unlock the switch, the end of 
the staff is placed in the lock and turned, when, if the catch is 
pressed down, the switch may be thrown by pulhng over the lever, 
as seen in Fig. 17. When the staff is turned in the lock and the 
switch opened, it is impossible to withdraw the staff, so that a 
trainman not only has to leave the switch set for the main line. 



but is compelled to lock it before removing the staff. As iio 
switches can be opened without the staff, and there can be but 
one staff taken out of the two instruments at the same time, an 
engineer knows when he has the staff that all the switches in the 
block are set for the main line and that they are locked. 

There have been several staff instrnments of different patterns 
perfected and put in use in England, but the one shown here is 
very simple and durable, and not likely to get out of order. The 
battery power required is large, but this is due more to the high 
resistance to which the magnets are wound than to the particular 
design of the machine 

The system is in use on the C, M. & St. P. Railway, between 




the stations, Savanna, in Illinois, and Sabula Junction, in Iowa — - 
a section of track that is not only very crooked, but in which 
there is a very long bridge over the Mississippi River, making 
it highly important that every precaution be taken against acci- 
dents, not only from rear end collisions, but from dispatchers and 
Others making mistakes, and allowing two trains, traveling in 
opposite directions, to try and use that piece of track at the same 
time. 

The system has given the greatest satisfaction since it has 
been installed, not only in regard to the safety with which the 
traffic can be handled, but the facility with which trains can be 
dispatched. To quote the words of Mr. C. A. Goodnow, super- 



intendent of the C, M. & St. P. Railway, in a paper read before 
the Western Railway Club: 

"I cite these few examples of the many complications that 
must necessarily arise in the handling of traffic on single track, 
to illustrate the facility with which the stafi system does its train 
dispatching; its possibilities in connection with the movement 
of trains on single track, and its especial adaptability to short 
stretches of track, used by the trains of several divisions or differ- 
ent railways, as compared with the telegraphic movement; the ad- 
vantage, both as regards safety and facility of handling, being dis- 
tinctly with the staff system. 

"It is not my intention to decry our system of train dispatch- 
ing. There can be no question but what it is a most economical 
and satisfactory method of handling traffic, under ordinary con- 
ditions, with not too heavy a train movement ; but we are obliged 
to admit that the system is open to objections which particularly 
relate to safety as well as to facihty. The staff system is capable 
of extended application. It is at once a block signal, a train 
dispatcher, and a time-table. It is to the movement of trains 
between stations what the interlocking of switches and signals is 
at stations and grade crossings." 

With the staff instruments in use, the cumbersome method 
of dispatching trains by orders can be done away with. The dis- 
patcher need keep only his train sheet, informing each operator 
to which train a staff is to be delivered. There need be no safe- 
guards taken to prevent either he or the operator from making 
mistakes, as the machines are an absolute check against all such. 
The time necessary to transmit orders is only that required to 
send a short message. Orders can be annulled and changed with 
equal facility, as there is no necessity for doing more than to 
order the operator not to give a staff to a certain train. Should 
he disobey orders there would be no accident, and nothing more 
serious would happen than a delay to the train that the dispatcher 
wanted to have go forward. 

If all the stations of a division were equipped with staff instru- 
ments, some means would have to be devised by which a staff 
could be taken on the engine at speed, as slowing up at all stations 
would not only be expensive, but would make it impossible to 
run fast trains. 
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At present the staffs are taken on at speed by an attachment 
provided on the tender, similar to a hook on a mail car, but as 
the arrangement will not work successfully at speeds much above 
30 miles per hour, a change of some sort would have to be made 
before it could be considered suitable for general use. 



CHAPTER Vm. 

INSTALLATION AND CARE OF AUTOMATIC 
ELECTRIC SIGNALS, WITH A COMPARI- 
SON OF THE COST OF THE DIFFER- 
ENT BLOCK SIGNAL SYSTEMS. 

As automatic electric signals are coming into such general 
use, and as the number of men employed in looking after them in- 
creases, it may be well to give some of the tew points learned by me 
in a somewhat limited experience regarding the installation and 
care of tliese signals, in the hope that some of the readers ot these 
articles may be benefited thereby. Automatic electric signals 
when first installed are generally found to give excellent service, 
and the officers of the road congratulate themselves on having 
secured such a "good thing." Very soon, however, reports come 
from engiiiemen that certain of the signals were found standing 
at danger improperly, and upon an investigation being made, it 
is discovered that the trouble is occasioned by a want of care. 
The idea that an automatic signal will take care of itself for an 
indefinite length of time has done much to make such signals un- 
popular, when it is found that they require to be more carefullv 
looked after than any other kind. Not only must the work be 
well done and regidarly attended to, but the men employed must 
be intelligent and willing to learn, for there will be many things 
turning up that will perplex the most experienced. 

In the first place, there are so many things that can happen to 
an electric signal that will throw it out of service that no chances 
can be taken in the installation, but everything must be of the 
best that money can buy, and the work must be as nearly perfect 
for the end inview as it is possible to make it. It will be true 
economy in the end, and will result in making the signal a success 
where most probably it would have been a failure had less care 
been taken. 

In instaUing a track circuit system, one of the most important 
points to be looked after is the joint or connection that is made 
between the wires of the circuit and the iron wires joined to the 
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rail. These, as indeed with all of the other joints, must be 
soldered, but, as one wire is of copper and the other is of iron, 
particular pains must be taken to make a good joint and to pro- 
tect it after it is made. A good way in which to make this con- 
nection is to strip the copper wire of its insulation for about 12 
inches, twisting it separately around the ends of the two iron 
wires that are joined to the rail, and then soldering each joint 
thoroughly. In this way two entirely separate joints are made 
for the one connection, and it is very probable that if one should 
rust out or break the other would be good and the circuit would 
be maintained. After soldering, the joints are to be washed and 
dried to remove all trace of the acid used to solder with, and 




Goon Method of Attaching Wirm to a Rail. 

should then be painted with a good coating of P. & B. com- 
pound. Asphalt paint is not so good for this purpose, as it s 
cracks, and will not then keep out moisture. The joints should 
next be taped with insulating material, and wrapped in canvas 
covered on both sides with P. & E. compound to make the cloth 
thoroughly water -proof, after which the whole is put in a wooden 
box or trunking and buried in the ground, the end of the trunking 
being brought up above the surface, as shown in Fig. i, to keep 
the bare wire from coming in contact with the ground. 

It will be noticed that the wires, after reaching the rail, extend 
along it for a foot or more, before being fastened. This is done 
to prevent the wire from being broken from the jar of the rail 
caused by a passing train, as making the wires long in this way 
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allows them to spring, instead of being bent, when the rail is 
deflected. 

There are two ways in common use in which the wires may 
be attached to the rail, each one being controlled by one of the 
signal companies. That used by the Union Switch & Signal 
Company is to solder the iron wire to a rivet, which latter is 
driven in a hole drilled in tlie base of the rail. The wire leads off 
at right angles to the rivet, and there is no necessity for bending 
it, other than to clear the angle bar, when used as a bond wire 
at rail joints. The other is that controlled by the Hall Signal 
Company, and is to fasten the wire in a hole drilled in the rail by a 
tapered plug, having a groove in tlic -i-li.- in ^vllicll the wire is held. 




Bond Wire \t Rail Joint. 



With this latter method care must be used in giving the proper 
set to the wire, or it will be apt to break if a bend is formed at 
the sharp edge of the hole. To prevent this, the wire must be 
left straight for about ^ inch above the rail, before bending, to 
bring it parallel with the base of the rail. 

There is quite a difference in the practice in regard to the best 
way to run the bond wire around the angle bars at a rail joint, 
but that shown in Fig. 2 will be found to be a very good one. 
The wire is made longer than the distance between the plugs, to 
allow for a separation of the ends of the rail from contraction 01 
creeping. Running the wire behind the splice puts it out of the 
way of trackmen tightening bolts, or shimming rails, and prevents 
it from bending up and being cut by a passing wheel. 

The wooden splxes are made of oak, and last a long time if 
properly put in, otherwise their life is short. As wood, in com- 
parison with iron, is a very soft material, it will very soon become 
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worn if subjected to the blows given a joint by a passing train, so 
that the only way to make such splices give any kind of service 
is to support the ends of the rails by a tie placed underneath, or, 
in other words, make it a "supported joint." The wooden 
splices are not put in to support the ends of the rails, but to tie them 
together longitudinally and prevent their spreading. 

In laying insulated wires in trunking, they should never be 
tightly drawn to take out the slack, and whenever a bend is made, 
or a wire leads off at right angles from the main wire, several 
inches of slack wire should be left to allow for changes in length 
due to contraction. In running wires from one signal to the 
next, it is much the better and cheaper plan to put the wire on the 
telegraph poles in preference to putting them in the ground. 
With the former method, while there is the chance of the wire 
being occasionally broken by storms or from poles falling down, 
such breakage is easily detected and repaired ; while with the latter 
method it is very hard to locate any break in the wires, particu- 
larly if laid in the form of a cable. 

On account of the difficulty of detecting breaks and the an- 
noyance occasioned by having a signal fail to work, it is a good 
plan to use a wire of comparatively large size and covered with 
good insulation, rather than to use as small a wire as will carry 
the current without too great a resistance. We are using an 
insulated wire of No. 12 B. & S. wire gauge with great suc- 
cess, and have never been troubled with its breaking after being 
once properly put on. 

With regard to the relay to be used, a great deal of care should 
be used in selecting one that is correctly designed, for the uses 
to which it is to be put; for, while the wiring up may have been 
poorly done, it will give good service as long as it lasts; whereas 
with the relay, if not especially adapted to the work it is to per- 
form, it will not work properly during wet weather, and will be 
continually giving trouble. Where a relay will not work, there 
is nothing that a repairman can do, except, perhaps, to have a 
bulletin notice issued that the signal is out of order; for while the 
circuit is complete, the relay is not sensitive enough to work with 
the amount of current that flows through it, the greater part gen- 
erated by the battery leaking across the track and practically 
short-circuiting the relay. 
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There are many things, mechanical as well as electrical, that 
have to be considered in designing a relay for a track circtiit, 
several of which have been overlooked in one lately put upon tlie 
market by one of the signal companies, as an instrument embody- 
ing all that is required in a well-designed relay. 

The most important point to bear in mind is, that the resist- 
ance of the magnet should be four ohms and never more than 
this; for, as the resistance of a single cell is four ohms and the 
resistance of the external circuit shotild not be more than the 
resistance of the batterj' (to obtain a maximum effect with an 
electro- magnet), any greater resistance in the relay is a loss rather 
than a gain, materially increasing the leakage across the track 
where the resistance between the rails is low. 

Electricity will always follow the path of least resistance, the 
amount of current flowing through two parallel channels being 
inversely proportional to their resistance. With long track cir- 
cuits, the resistance between one rail and the other is at times, ■ 
during wet weather, as low as three ohms, or possibly less, in 
which case the amount of current that would flow through the 
relay would be but three- sevenths of that generated by the bat- 
tery, so that the relaj' must be constructed to work, not with the 
whole current of a two-cell battery, but with as small an amount 
of current as it is possible to make it work. 

Having decided on the resistance to which the relay is to be 
wound, the next point is the length and size of the iron core, for 
this will affect the amount of magnetic force, or the lifting power 
of the magnet for a given amount of current. 

The value of any current of electricity for producing magnet- 
ism in an iron core is proportional to the strength of the current 
and the number of times it circulates around the core, or, as it is 
expressed technically, the number of ampere turns. The prob- 
lem, then, is simply to get the greatest number of turns around 
the core with an amount of wire that does not exceed the given 
resistance. This requires that the core be long, so that there will 
be room on which to wind the wire, and small, so that there will be 
less wire used in mak-ing one turn ; but as the number of ampere 
turns that will magnetize a thin core to any prescribed degree of 
magnetism, will magnetize a core of any section, whatever, to the 
same degree of magnetism, it is advisable that the core must also 
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be made as large as possible, commensurate with a given number 
of turns, the power of a magnet for a given degree of magnetiza- 
tion being proportional to the area of the core. 

If the core is made small, the intensity of the magnetism will 
be greater (the number of turns being larger), and the leakage 
across from one pole to the other, or the loss of magnetic force^ 
will be much greater. This being the case, there will be a much 
greater efficiency if the core is made large, and also long enough 
to furnish space on which to wind the wire, for the wire must be 
made large to give the greatest number of turns with the g^ven 
resistance, the magnetic intensity being reduced and the lifting' 
power of the magnet increased. Practice has demonstrated that 
a core f inch in diameter and 4 inches long, wound to 4 ohms 
resistance, gives a much better and more satisfactory result than 
will one of f inch diameter and 2i inches long, wound to the 
same resistance with a smaller wire. 

Taking up now the question of the proper construction of the 
armature, we find that as the piece of iron is not in actual contact 
with the pole pieces of the magnet, considerable resistance is in- 
troduced into the magnetic circuit, the number of magnetic lines 
of force, and consequently the pull, being decreased in a propor- 
tion slightly greater than the square of the distance the armature 
is away from the poles. This being the case, to obtain a maxi- 
mum magnetic pull from a given amount of current, the armature 
should be made to work as close to the poles as it is possible to 
make it, and all the parts should be made to admit of very careful 
and accurate adjustment. 

To secure a close adjustment of a relay armature, the ends of 
the shaft to which the iron piece is fastened must be pointed, and 
the pivot screws or bearings must be cup-shaped, so that perfect 
freedom of movement without loss of motion may be obtained. 
Where the pivot screws are turned down and fit in a hole drilled 
in the armature frame piece, it is impossible to make a close ad- 
justment, as from the nature of the work the pin must fit loosely 
in the hole, and there will be just that amount of lost motion at the 
armature. If the holes are made almost 1/32 inch large, as will 
sometimes be found in relays of this construction, it is seen 
that the armature cannot be adjusted much closer than 1/16 of 
an inch, as it is necessary, when breaking the signal circuit, to 
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separate the contact point at least 1/32 inch, the spring of the arm 
carrying the pwint, allowing the armature piece to make, prac- 
tically, the same aniount oE motion. The armature should be 
arranged so as to allow for positive adjustment at both ends of 
its stroke; the arms carrying the contact points preferably being 
made of spring metal, which will bend slightly when the points 
are brought together, and make a slight rubbing contact, thus 
tending to keep the surfaces clean and be more certain of making 
a metalHc contact. 

In designing the armature, care must be obsen'ed to see that the 
pull of the magnet is applied at a point between the contact points 
and the center of gravity of the whole piece, or else the pivoted 
end will be lifted first, the points being brought together only 
after the whole armature is lifted. With a weak current, such a 
fault as this will mean that a relay that otherwise would have been 
able to do its work will fail to hft the armature, and there will be 
nothing that a repairman can do to fix it, except, perhaps, to tilt 
the relay and thus lessen the force of gravity — a thing which is 
sometimes done with the form of relay alluded to, but which 
should not be so placed, from the possibility that the armature 
will not fall back and break the signal circuit and put the signal 
at danger when a train is in the block. 

The iron forming the armature should have a piece of paper 
cemented to the side that is next the pole piece of the magnet, to 
prevent the two pieces of iron from coming into actual contact 
with each other. This is done to prevent the armature from 
sticking on account of polarization, or the residual magnetism 
that is left in the iron, as iron after once being magnetized will 
retain sufficient magnetism after the circuit is broken to hold the 
armature, if the two pieces are in actual contact. 

Paper is better than a thin sheet of copper soldered to the 
armature, as it is lighter, and is also much better than pieces of 
rubber, brass or other non-magnetic material driven in a hole 
drilled into the end of the core and left projecting above the sur- 
face, as the two surfaces have to be separated much further than 
with the paper, from a possible tilting of the armature bringing 
it in contact with the pole piece of the magnet. 

To provide the relav with pointed contact pieces is a very poor 
arrangement, there being a strong probability that the two points 
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will become fused together should a strong current be collected 
by the circuit during severe storms, in which case the points would 
then not separate when a train entered the block, and the signal 
would not be set at danger. 

Another objection is that owing to the small area of the point 
the spark has a greater effect and makes the contact pieces dirt}' 
much sooner than when larger surfaces are presented. 

Another very important point to be looked after in construct- 
ing a relay is the inclosing of the contact points, so that no dust 
or other substance will be allowed to get between them. Dust, 
being a non-conductor of electricity, will prevent the points from 
making a contact, and the signal circuit will not be completed 
when the armature is lifted by the relay, the signal, in conse- 
quence, remaining at danger. With relays of the ordinary pat- 
tern, not made with the idea of inclosing the points, a cover that is 
perfectly dust-proof can be easily made by removing the bottom 
of a hardwood box and gluing strips of chamois skin on the 
edges, the box to be placed over the whole relay, and screwed 
down to make a tight joint with the board supporting the relay 
by means of screws run through brackets, which must be pro- 
vided for the purpose on the outside of the box. 

Binding posts are another important feature in the construc- 
tion of a relay, and one which, unless properly made, will give 
a lot of trouble. There are several designs, only one of which I 
have found to work well — that is to say, that will not work loose 
after being once screwed up, and yet will be easy to unscrew. 
This binding post is shown at A, in Fig. 3. It is turned out of a 
single piece of brass, two nuts being provided on each of the 
.theaded ends. One end — the longer of the two — is put through 
the relay base and the nuts tightened; the other is used to hold the 
wire which is twisted around between the first nut and the body of 
the pin. 

The other points of superiority claimed for this form of post 
are that it will not cut or kink the wire, making it liable to break; 
the threads are not easily stripped, and it is cheaply and easily 
made. To put binding posts in a relay base without providing jam 
nuts, means that they will have to be tightened every now and then, 
and that they may at any time work loose sufficiently to break the 
circuit. Vulcanized fiber washers should not be used to insulate 
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the binding post from the relay base, mica being much preferable, 
from the fact that it is hard and non-compressible, and will thus 
keep the binding post from getting loose in the relay base. 

To expect that the thumb-screw of a binding post made as is 
the one shown at B, in Fig. 3, will remain tight after once being 
"set up" on a wire, is expecting more than it will do, for it will 
certainly give trouble sooner or later. The objection to this form 
of screw is that when the post is slotted, as seen in the figure, 
there is not sufficient strength or spring in the two sides to hold 
the screw and prevent its working loose from the jar occasioned 
by passing trains. 

To make a binding post of two pieces of metal screwed to- 




gether, with a piece o£ insulating material between, so that a fuse 
wire can be used to connect the two and thus form a lightning 
arrester, as is shown at C, in Fig. 3, is certainly not a good plan, 
as the wire is poorly held, being merely hammered into a 
groove cut in the outside of the post. If it works loose or rusts 
through, as will sometimes happen, the trouble will, very likely, 
be hard to locate, and if, in setting up the thumb-screw, the two 
pieces should be screwed together a part of a turn, the fuse 
wire would be broken. A lightning arrester can be easily made 
by putting a short piece of fuse wire in the circuit, long wood 
screws provided with three copper wasliers and screwed into the 
sides of the relay box being used in place of binding posts, the 
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ends of the wires being placed between the washers and the screw 
set-up. 

As to the care of an electric signal, the part that will require 
the greatest amount of attention and the one that is most likely 
to give trouble is the battery. The resistance of the circuits 
being comparatively low, the consumption of the zincs is rapid, 
a thick scale of zinc compounds forming which, unless scraped 
off, w^ill greatly diminish the amount of electricity generated. 
Again, if the top solution, the sulphate of zinc or the waste product 
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A— C, M. & St. P. Ry. standard track wiring. 

B— Wire connections to be made as near the middle of rail as possible. Joint* after 
soldering, to be washed, dried, painted, covered with Okonite tape and wrapped with 
canvas soaked in P. & B compound. 

C— Where two or more Okonite covered wires are in the same piece of trunking, they 
must be carefully laid so as not to cross one over the other. 



of the cell, is not taken out regularly and the cell refilled with 
water, chemical action will be retarded and the amount of elec- 
tricity given off will be less. Consequently, to keep the battery 
up to anywhere near its maximum output, the cells must be con- 
stantly looked after and cleaned. If provided with enough sul- 
phate of copper in crystals in the bottom of the jar, the cells will 
go without touching for a period of three weeks, but by using a 
larger number tlian that necessary to do the work when in good 
condition, the length of time between cleanings may be longer. 
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as there will still be enough electricity given off to work the relays. 

As the track-circuit batteries are arranged to give a large 
amount of current and not a current of high voltage, the area of 
the zine exposed to chemical action in each cell will materially 
affect the amount of electricity given off, and, as with the signal- 
circuit batteries, the size of the zinc makes a less difference, the 
cells being in series to increase the voltage, it will be found a very 
good plan to transfer the zincs from the track-circuit battery, when 
they are partly used, to the battery of the signal circuit, new zincs 
being used in that of the track battery. 

The glass jars will occasionally, and in some cases frequently, 
break. Why they do so has not as yet been explained, the cheap- 
est jars lasting as well as the most expensive, or even those which 
have been annealed. Jars often crack without letting the Uquid 
escape; but when the crack extends below the bottom of the zinc 
the jar should be replaced by another, as the solution may leak 
out, and, by getting below the zinc, break the circuit and put the 
signal at danger. A broken circuit in the track-circuit battery 
will seldom do this, as the cells being arranged in parallel, the 
current from the other cell will still work the relay unless the 
conditions as to weather are bad. If, however, a zinc should fall 
down and touch the copper, it will short-circuit the track battery, 
the cells being in parallel; but with the signal-circuit battery, as 
the cells are in series, it will only reduce the number of cells in 
service by one. 

Care must be used to keep the binding posts and the ends of 
the wires clean, as well as to see that all screws have been set up 
securely after the cells have been cleaned. The binding posts 
removed from used-up zincs, if soldered to wires, serve as very 
convenient "connectors" by which to join the wire of the copper 
element and the line wire. It is advisable to run the wires in all 
battery-well elevators the same, and to make all connections be- 
tween the cells in the same way, so that a man will not be likelv 
to reverse some of them in connecting up the cells, thus reducing 
the number of cells available to do work by twice the number 
that are reversed. This has been done through the carelessness 
of the battery cleaner, and was not discovered until the signal 
went to danger, sometime after the man had left, as the current 

i generated for a short time sufficiently strong to work the 
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signal, and thus led the man to believe that it had been connected 
up properly. 

A new design of battery well that will be found to answer all 
requirements, and at the same time cost a little less than half of 
what the ordinary wooden well costs, or only $8 put in complete. 




A Battsrv Wei,!,. 

is shown in Fig. 4. This well was designed by Mr. H. D. Miles, 
signal engineer of the Michigan Central Railway, and has been 
used by him for some time with very good results. 

It is made of four lengths of vitrified sewer pipe, the bottom 
and the joints being made of Portland cement unmixed with 



sand. A wooden box, to which the cover is attached, is carehiUy 
fitted around the top of the pipe to prevent any loss of heat by 
radiation during cold weather, and also to keep anyone except 
the proper persons from getting at the cells. 

Battery cleaners should be made to examine the track wires 
of each circuit every time they clean the battery, so as to repair 
any wires that may be broken or bent out of place. When 
a track circuit has been installed, the sectionmen must he cau- 
tioned never to break the wires joining the rails; and if necessary 
to remove a rail or frog, the signal repairman must be sent for 
in time to get there and make the necessary connections. Track- 
men have to be provided with wooden track gauges, or those in 
which the metal end pieces are separated by a piece of wood or 
other non-conducting material. Hand and push cars must be 
provided with wheels having wooden centers, or else they will 
short-circuit the relay and set the signal at danger. This, per- 
haps, would not be. advisable if it were not that the weight of 
these cars is not sufficient to make a good contact with the rail 
when they are running, especially if there is a little sand or dirt 
I the rail, the result being that the relay is alternately demag- 
netized and energized, at times with great frequency. With a 
mechanic ally- worked signal this will keep the signal turning con- 
timiously, running down the weight and subjecting the mechanism 
severe strains. With the electric and pneumatically-operated 
nals, there is no danger of running the signal down, but the fre- 
quent operation will, with the pneumatic signal, be a useless waste 
of power, and with the other may possibly cause it to get out of 
adjustment. 

The question of finding the cause of a signal's faiUng or giving 
a wrong indication is one that will occasionally perplex the most 
experienced, and, what is more, is one that it is very hard to get 
the average repairman to study up sufficiently to be able to reason 
out what the cause of the trouble is and how to fix it. A detecting 
galvanometer will be found a very useful instrument to have in 
one's outfit of tools when working on electric circuits, as it will 
1^ not only give approximately the amount of current, but will show 
^H the direction in wliich the current is flowing. It one does not have 
^H a galvanometer, an ordinary 4-ohm sounder will answer just as 
^H well for testing out and iinding a break in any of the wires. 
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If a signal is found standing at danger improperly, the first 
thing to do is to examine the relays, as this will show whether 
the trouble is with the track or the signal circuit. If the relay 
is energized and the armature held up, the trouble is with the 
signal circuit ; if the armature is down and the signal goes to safety 
when the armature is pressed up by hand, the trouble is with 
the track circuit. If the track circuit is at fault it must be tested 
out with the galvanometer, commencing at the battery and work- 
ing towards the relay until the trouble is found. If the needle 
of the galvanometer deflects, as it should do when the wires at- 
tached to the instrument are placed on opposite rails, the circuit 
is good up to that point and the trouble must be looked for further 
on. By disconnecting the wires from the relay and running a 
wire from the end of one to the rail joined by the other wire, the 
wires in the trunking may be tested, as the trouble will sometimes 
be found to be with these wires where they have broken, or where 
the soldered joints have rusted out. With the relays, screws 
may work loose, dirt get between the contact points, or the arma- 
ture may stick from polarization, any one of which may cause 
the signal to give a wrong indication, so that a repairman looking 
for the cause of trouble must carefully examine all the parts to 
see that everything is working properly and is just as it should be. 

Where a signal stands at danger continuously, the cause of 
the trouble is easily located; but when the trouble is intermit- 
tent — that is, when the signal will work for a short time and then 
will stand at danger without apparent cause — it is much more diffi- 
cult, and it is sometimes quite a problem to find out just exactly 
what the trouble is. In this latter connection it may be well to 
mention that the currents from electric street railwa3'^s, if 
any such are near a track circuit, will almost always give trouble 
unless proper means are taken to make the current from the 
track-circuit battery flow in the same direction as the induced 
current, and also to insulate the track circuit as far as possible 
from such current. 

By testing with a galvanometer or volt meter, the direction in 
which the current is flowing is easily determined and the current 
from the track battery is made to flow in the same direction, 
otherwise the induced current, being much the stronger of the 
two, is apt to reverse or neutralize the other and the relay will not 
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be energized. If this will not overcome the difficulty, the sur- 
rounding track should be tested out with a volt meter and the 
point from which the current emanates, or the place showing the 
highest voltage, be determined. If one or two rails between 
this point and the track circuit be cut out as a dead section and 
well grounded, it will be found to prevent any current from leak- 
ing across the track circuit. 

Where such currents are known to exist, I give the wooden 
splice bars and the end posts, before they are put in use, a good 
coating of asphalt paint to make them waterproof and as good a 
non-conductor as possible, although I am not prepared to saj' 




that this is necessary, or that the effect is beneficial for any length 
of time. Certain it is that the induced currents are at times large, 
as at one place that I know of the current is targe enough to 
magnetize a four-blade knife sufficiently to make it stick, as shown 
in Fig. 5, when placed against the vertical side of the head of the 
rail and across the insulated joint, the signal going to clear with 
the battery cut off from the circuit. On an insulated section of 
track, very near the one just spoken of, there is an induced cur- 
rent that will work a relay perfectly without any battery whatever. 
a battery being used merely as a precaution against a possible 
cessation of the induced current. 

Any track having cinder ballast will be found very hard, if 
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not impossible, to make work in all conditions of weather, as the 
cinder when wet becomes a good conductor, allowing the elec- 
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VlH".- Showing Location m- Switlifi.s Wiii.uii Potential op In- 
duced CuRRSNT IS Highest, and Where Cl'krest Leaks Across 
THE Insulated Joints to a Grounded Dead Section. 

tricity to flow from one rail to the Other, short-circuiting the relay 
and putting the signal at danger. The only way in which the 
difficulty may be overcome is to remove the cinder, as putting a 
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thick layer of gravel on top of it cannot be relied upi 
prevent leakage. 

In regard to what it will cost to install and operate the different 
systems of hlock signals, it is somwhat difficult to reduce the 
figures to a common basis by which to make comparisons, from 
the fact that where operators are employed to work the signals 
they are giVen in many cases other duties to perform, so that the 
entire amount paid them as wages should not be charged to the 
cost of operating. 

For the sake of comparison, let it be assumed that the road 
to be signaled is loo miles long, the blocks to he four miles long 
where the telegraphic and controlled- manual systems are installed, 
and but t%vo miles long when the automatic is used. 

The cost of the telegraphic system would then be as follows: 

Equipment complete for 25 stations, each consisting of a two- 
blade signal and the necessary telegraph instruments at 865 
each $1.62500 

Block wire line at $25 per mile 8.500 1x1 

Total cost f4, 125 00 
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Fifty operators at $40 per month each 1^2.060 00 

Wages single repairer.s and linemen, per month. $ao 00 

Battery supplies and other material for repairs, per month 30 00 

Total ifso 00 

These figures are applicable to any road, whether single or 
double track, where the blocks are four miles long, and while this 
amount will have to be expended if the signals are used, all of it 
should not be charged against the signals when arriving at the 
cost of the system. Where tlie business is such that a road can use 
its station agents to block trains, there will be no additional ex- 
pense incurred at these stations, and tlie $40 paid the agent should 
be deducted from the estimate. Again, operators are required 
at all stations where the agents cannot be made use of, at night, as ■ 
well as in the day, for the purpose of dispatching trains, so that 
where these are employed it will also not cost any more to operate 
the signals. 

As to the number of operators that will have to be put on in 
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addition to those already employed, when the signals are put in 
service, it can be stated that with roads doing a business such that 
the blocks can be four miles long, it will be found, in most in- 
stances, that something like ten operators per lOO miles will be 
required; that number being the average increase required on 
several divisions of the C, M. & St. P. Ry., when the sijg^nals were 
put in use. i j 

If the estimate of the cost of operating the signals was made 
on this basis, the amount would be but $400 a month, instead of 
the $2,000 previously estimated. Taking this figure, interest on 
the original investment at 6 per cent., and the cost of main- 
tenance, and adding them, we get $5,827.50 as the total amount 
per 100 miles of road that it will cost most railroads to operate a 
telegraph block-signal system for a period of one year. 

With the controlled-manual systems, the first cost is about 
$400 per station for the Sykes, and $600 for the Patenall instru- 
ments, cost of tower being omitted, though I cannot say that 
these figures are absolutely correct, having been unable to obtain 
any definite information. The cost of operation of these systems 
is practically the same as the telegraphic, but the cost of mainten- 
ance is very much more, as will be seen by the following table, 
which was kindly furnished by Mr. D. B. McCoy, superintendent 
of the Hudson River Division of the N. Y. C. & H. R. R. R. 

Cost of Operating and Maintaining^ {Electrically) One Tower ^ 

One Month, 

Controlled- Manual Block Signals— Hudson Division, N. Y. C. & H. R. R. R. 



Operating 

Maintenance : 

Wages, batterymen, electricians, line- 
men, etc 

Battery supplies 

Breakage, etc. (including incidentals 
and tower supplies) 



Patenall System. 



Tele- 
graph. 



$100 00 



8 25 
2 25 

75 



Total $111 25 



Not Tele- 
graph. 



$80 00 



8 25 
2 25 

75 



$91 25 



Old Sykes System. 



Tele- 
graph. 



$100 00 



7 50 

I 75 

25 



$109 50 



Not Tele- 
graph. 



$80 00 



7 50 
I 75 



25 



$89 50 
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On this road the signal towers were so located that interlock- 
ing machines could be put in and the block operators made to 
throw switches, and perform other work besides that of blocking 
trains. On the Erie road the instruments are placed inside many 
of the stations, where the man employed to work the signals could 
be given other work. 

The cost of the Hall automatic track-circuit system applied to 
a single-track road, with the blocks two miles long, is about $800 
per block, or $40,000 for the 100 miles. For a road having double 
tracks, the cost will be $60,000, the blocks also being two miles 
long. 

For operation and maintenance, including battery supplies, 
etc.. we have — 

For smgle track, per tnontlj if 400 co 

■■ double ■■ " . 500 00 

As the total cost of the system for one year we have: 
For single track — 

Interest on ^40000 at &■£. $2,400 00 

Operation and maintenance . . 4. 800 co 

Total *7,2oo 00 

For double tracli— 

Interest oa #60,000 at 6? ... $3,60000 

Operation and maintenance 5,ooo cxi 

Total f 9,600 00 

To equip a road with the Westinghouse pneumatic will cost 
about $80,000 for single track and $100,000 for double track. This 
allows for three power stations at a cost of $2,500 each, and a 
2-inch supply pipe for carrving compressed air, tlie pipe being 
run on stakes and not buried in the ground. Operation and 
maintenance will be the same as with the Hall system, with the 
cost of nmning the power stations added. These figures are based 
on the cost of several installations that have been made by the 
signal company, but which are of only a few miles in length. The 
company, for some reason, are unwilling to furnish an estimate 
for publication, but the figures given will be found very nearly 
correct. It is possible, however, that with the reduction that has 
been made of late in the cost of most signal material, the figures 
niav be reduced somewhat. 
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The cost of the staff system will be: 

25 sets insiruments, at $400 $10,000 00 

Line wire, at $25 per mile 2,500 00 

25 cranes for holding staffs, at $15 375 00 

Total $12,875 00 

To this must be added the cost of equipping all the engines of 
the road, which will be at least $10 an engine. 

Signals of some kind, preferably of the semaphore pattern, 
should be provided to indicate to an engineer whether the staff 
is ready for him or not. These might be of cheap construction, 
and need cost but $45 per station. Operation and maintenance 
will be about the same as with the telegraphic system. 

For a single track road, the telegraphic is undoubtedly much the 
cheapest system that can be used ; while for double track the cost 
of the automatic and the telegraphic systems will be about the 
same, it being possible to do away with a great many night 
operators where the former system is used. Where there are more 
than two tracks, or where men have to be employed solely for the 
purpose of blocking trains, the automatic will be much the 
cheaper, as the services of these men can be dispensed with, and 
the amount paid them for wages, to a great extent, saved. 

In making these estimates, depreciation has not been taken into 
account, for the reason that, from the short time that most of the 
systems have been in use, it is impossible to say exactly what this 
will be. With the data available at the present time, any estimate 
that might be made would have too large an element of guess- 
work about it to make the results arrived at of any value. 
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CHAPTER DC 

WHAT THEY ARE FOR AND HOW THEY 
ARE OPERATED. 

Interlocking signals, while they give authority for a train to 
proceed in the same manner as a block signal, differ from the 
latter in that they indicate the condition of the track, and not the 
state of the block- — wliether it is or is not occupied by other trains. 
If the switches are properly set and the signals cleared, a train 
has the right to proceed — not regardless of where other trains 
may be, but solely with respect to the condition of the switches 
on the route indicated. 

Interlocking signals insure safety to a train using the track, 
by having the different levers and the switches and signals so 
interlocked that it is impossible to set the switches and clear the 
signals of any two routes at the same time, that would lead to a 
collision ; by making it impossible for a signalman to clear a signal 
for a train to proceed until all the switches are in the proper posi- 
tion, and that after having so cleared the signal he is unable to 
change any of the switches leading to or connected with the track 
designated. 

By the use of such a system it is possible to operate compli- 
cated crossings, important junction points or conflicting switches, 
so that trains can proceed without stopping and without danger of 
colliding with other trains. That their use is conducive to safety, 
and at the same time to bandhng the largest possible amount of 
business over a given set of tracks, can be easily seen, as no train 
is delayed to which the signals have been given, and any train not 
having the signals, although delayed, would not be delayed any 
more than if the interlocking was not in use — a delay to one train 
or the other being absolutely necessary, as is shown by the prin- 
ciple of physics, which has been so often demonstrated, that two 
pieces of matter cannot occupy the same space at the same t!me. 

Practice in regard to the form of fixed signal used at interlock- 
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ing plants does not vary as is the case with block signals, the sema- 
phore having been adopted as a standard for this purpose very 
soon after it was designed. While the semaphore is the standard 
form, practice diflfers, however, in the different countries, in the 
blade used to govern a given track. In this country, the blade 
projecting to the right, as viewed from an approaching train, is 
the one that governs; w^hile in England, where the trains run on 
the left-hand track w^hen there are two tracks, it is the one pro- 
jecting to the left. The use of a fixed signal, to indicate to the 
engineer the position of switches, having become standardized, 
the necessity of providing some means by which the signal could 
be worked from a distance very soon became manifest. With the 
growth of the railroads, and the consequent increase in the num- 
ber of switches and signals, the levers used to operate them were, 
for reasons of safety and economy, concentrated at some central 
point. It was soon found, however, that this concentration intro- 
duced serious difficulties in the proper working of the levers that 
had not been thought of. Operators, through mistakes, careless- 
ness, or perhaps by becoming confused, often pulled the wrong- 
levers, sending trains on the wrong tracks, and occasionally caus- 
ing serious collisions and very bad accidents. 

The first attempt at constructing an interlocking machine was. 
made by Mr. C. H. Gregory, about the year 1842, and, although 
the design was very crude, it was not until 1859 that any decided 
improvements were made. In the year 1852 a simple lock was 
provided between the signal and a pair of switches, to prevent a. 
signal being given contrary to the position of the switches. In 
1853 an improvement on this was made, in which a notched bar,, 
connected to the signal wire, was made to cross another notched 
bar, working in connection with the points of the switch — an- 
arrangement that is the standard practice to-day. 

Patents were taken out in i860 by Mr. Austin Chambers, and 
also by Mr. Saxby, for an interlocking lever frame, the levers being 
interlocked so that no signal could be given contrary to the posi- 
tion of the switch. The interlocking of the switch and signal" 
levers, as found in the present interlocking machines, was not 
arrived at until the year 1867, when Messrs. Saxby & Farmer toofc- 
out a patent for a form of spindle-lever locking, and Messrs.. 
Stevens & Sons a patent for their tappet or crossbar locking-.. 



145 

In both of these forms the locking is accomplished by attach- 
ments made directly to the main levers, but owing to the great 
strain it was possible to pnt upon the parts, and the consequent 
necessity for making them large and strong, an improvement 
was made the fall of the same year, by which the locking was 
connected to and operated by the latch instead of the lever, the 
movement of the locking bars taking place before and after the 
movement of the lever. This form of locking is what is known 
as "preliminary," or latch locking, and is the one used in all the 
better class ot machines. The locking of the one manufactured 
by the Union Switch & Signal Company is an improvement of the 
Saxby & Farmer machine, those made by the Johnson and the 
National Switch & Signal companies being a modification of the 
Stevens & Sons patent or "tappet" locking. 

With the improvement of the interlocking machine, the design 
and construction of the several parts used in connecting the levers 
of the machine with the switches and signals has advanced with 
equal rapidity. Not only have safeguards been provided by which 
it is impossible to give a clear signal until the switches are properly 
thrown, but it is now made impossible to throw or change anv 
switch under a moving train. All the parts are made to move 
with the least possible friction, and, while of comparatively light 
construction, the skillful distribution of metal to withstand the 
strains given the apparatus has resulted in the making of a very 
safe machine. 

Although the principles of construction are fairly well defined,, 
almost every installation of an interlocking plant calls for some 
expert opinion as to the proper arrangement to be used in con- 
necting up the switches and in deciding on what signals are neces- 
sary to control the trains using them. It is in doing this' work 
that the true province of the signal engineer lies, for not only is- 
there a large chance for the unnecessary use of material, but 
unless the different routes have been properly signaled, trainmen 
will make mistakes in reading the indications, and accidents will 
result. 

In point of fact, so great is the leeway — not only in deciding 
what switches shall be connected, what signals shall be used and 
what locking of the levers is necessary — that many States have 
given their Railroad Commissioners power to devise rules cover- 
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ing there points, and to see by a personal inspection that all plants 
are safe and conform to their views. The Board of Trade of 
England is a very noted example of this, for its jurisdiction extends 
to the particular form of block-signal appliances and methods 
to be used in controlling the movement of trains, as well as 
to a supervision of the interlocking plants used at crossings, draw- 
bridges, junction points and sidings. 

That such is necessary or advisable is, in this country at least, 
a debatable question, as very rarely is it that these bodies are 
composed of men who understand the requirements of signaling, 
and if a mechanical expert is employed by them, he will often 
advise a construction that is not only expensive, but is practically 
of little benefit. 

Laws that require all trains to stop at crossings unless pro- 
tected by an interlocking, or that a railroad desiring to cross 
another shall not be allowed to do so without installing an inter- 
locking plant, are but right and just, in view of the danger to 
which the traveling public would be exposed if such measures 
were not taken. 

That laws should be enacted that all trains should stop at cross- 
ings, drawbridges and at important junction points is indeed wise 
and for the public good, judging from the numerous accidents 
that have happened whenever this precaution has not been taken ; 
but to go to the extent of passing laws, as has been done by the 
Legislatures of some of our States, that all trains must stop at 
crossings, etc., without recognizing the protection afforded by 
an interlocking plant, is merely retarding the advance of the rail- 
roads and increasing the cost of running trains in those States. 

To consider, first, the protection of a simple crossing of two 
single-track roads by interlocking signals, it will be found that 
the principles involved are much the same for all plants, no matter 
how complicated the crossing, the fundamental idea being to have 
everything safe for the train to proceed, after giving a clear 
signal, and that if it cannot be made safe, the signal must remain 
at danger and the engineer be compelled to obey the indication 
and stop. With roads doing a light business, or where the vision 
is not obscured, very often no protection of any kind is provided, 
as it is much less expensive to have all trains stop before going 
over the crossing. Where business is heavy, or because of the 



locality it is desirable to indicate to or signal a train that it can 
have the right to the crossing, some form of fixed signal is neces- 
sary, as signals given by hand may he misconstrued. There are 
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A SiMPLK Crossing Signal. 

many varieties of signals used for this purpose, that shown in Fig. i 
consisting of a blade or arm, made to extend over the track which 
it is intended to block, leaving tlic other road free for trains to 
pass. The lantern seen on the top of the pole is provided with 
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red glasses, which are lowered in front of the lamp, to change 
the white light to red for the danger signal, in the direction in 
which it is desired that trains shall be held. This method of show- 
ing a red hght is particularly objectionable, as was clearly demon- 
strated during the switchmen's strike, as there is no interlocking- 
between the slides, each one being independent of the other, and 
it is, therefore, very easy to show a white light in all directions at 
the same time. A much better arrangement is to provide a Ian- 
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tern having two red and twu wliilt: lenses, to be turned through a 
quarter of a circle, as there can then be no chance of such a 
mistake being made. 

Another form is that shown in Fig. 2, in which the arm seen 
above the lamps is used to designate which road may and which 
may not use the crossing, the crossing in this instance being at a 
very acute angle. Of the six lamps, three have red lenses and 
three green, the green lamps being on the side opposite from the 
aiitn.aiid designate at night which road has the right of crossing. 
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Still another form, and one that is very common in the West, 
is that of the two gates shown in Fig, 3, a gate being provided 
for each road, and both roads being normally blocked until the 
approach of a train, when the gate on that road is turned one 
side. 

With all signals such as these, while it may be impossible with 
the majority of them to make a mistake and give a clear signal 
to both roads at the same time, there is nothing to compel the 





Crossing Gates. 



engineer to obey the signal or to stop, in case he should disregard 
it or, through accidental causes, be unable to stop. That there 
is great danger of this happening, is evidenced by the large num- 
ber of crossing accidents that are reported from time to time. 

With the modern interlocking appliances, obedience to the 
signal is made compulsory by means of a derailing switch, which, 
unless it is properly closed, will derail the train, running the 
wheels off the rails on to the ties. Such a device is shown in Fig. ' 
4. It consists of a single switch point, put in one side of the 
track, so that, unless it is closed, it will catch on the inside of the 
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wneel, causing both wheels to leave the rails. It is usually placed 

on the engineer's side, unless, owing to the location, it is desira- 
ble to have the train derailed, when such a thing does happen, 
off on the other side. A guard rail place about 12 inches inside 
of the other rail, and extending to within about lOO feet of the 
crossing, is often used to keep the train on the ties, thus making 
it not only easy to get the train back on the rails, but to prevent 
any serious accidents, as might easily happen should the engine 
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run off the ties on the ground. This practice, in the hght of 
present experience, is not to be recommended, unless the location 
is such that it would be almost as bad to derail a train as to have 
a coUision on the crossing, for it has so happened with several 
derailments that the engine and, at times, part of the train have 
run clear over the crossing and blocked the other line, simply 
because the train was kept on the ties by the guard rails. With 
the simple crossing under consideration, as trains will approach 
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it on each track and from each direction, it is necessary to provide 
four signals, one on each side, to govern trains intending to cross. 
These signals, from the fact that they are stop signals, and must 
not be passed unless at clear, are called, as in block signaling, 
"Home" signals. These have blades with square ends, and are 
usually painted red. As there are four signals, there must be 
four derails — one for each direction in which it is possible for 
a train to approach the crossing. 

Ordinarily, the derails are placed 300 feet from the crossing, 
although a greater distance than this, or about 500 feet, is ad- 
visable, if it is desired to stop every train that is derailed before 
it reaches the crossing and obstructs the other line; 300 feet, 
however, is the minimum distance used at any high-speed cross- 
ing. If there is a descending grade towards the crossing, the 
derail should be located further away so as to give the same 
measure of safety as for arrack having level grade. The signals, 
where practicable, should be located on the engineer's side of the 
track, and not less than 50 feet nor more than 200 feet ahead of 
the derail or switch which it goverus. The object of this is to 
allow an engineer a little leeway in making the stop; for while he 
is expected to stop at the signal, and not pass it, he may run by 
it, in which case he would not run off the derail until he had gone 
past the signal further than he ought, the fact of his getting off 
demonstrating beyond all doubt that he did not approach the 
signal at proper speed. 

To make it impossible to clear a signal unless the switches 
which would derail the train are properly closed, a bolt lock is 
connected to the points of the switch, which prevents the signals 
being moved from the danger position until the switch point is 
closed, and, when the signal i"; cleared, locks the points of the 
switch so that it is impossible to open them. The bolt lock is 
formed of two notched bars which are made to cross each other 
in a suitable frame, and is shown in Fig. 5. One bar is con- 
nected to the signal, and the other to the points of the switch, 
and it is impossible to move either one unless the other is in the 
position in which it should be. 

Distant signals should be provided in all cases where trains 
are permitted to run at high speed, to give warning to the en- 
gineer of the position the home signal may be found in. so that 
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Tie can, if necessary, be prepared to stop at the home signaL 
They are usually placed J, 200 feet in advance of the home 
signal, although this distance, with the high speeds and the heavy 
trains which are being Rin to-day, is not sufficient in which to 
bring every train to a stop should it pass the distant signal at 
speed, so that a greater distance than this is preferable for even 
ordinary locations. 

If, now, the derails, the home and the distant signals are con- 
nected to the levers of an interlocking machine placed in a tower. 
which should occupy a central position, it will be seen that we 




are in a position to control the movements of all trains wishing 
to use the crossing. For the sake of distinguishing them, the 
levers of the machine are all numbered, commencing with those 
on the left, the signals and derails being known by the number of 
the lever to which they are connected. For the same reason they 
are painted different colors; the switch levers black, lock levers 
blue, home-signal levers red and distant- signal levers green. As a 
further aid, it is usual to group the signal levers for trains going 
in one direction, at one end of the machine, the signals for the 
opposite direction being connected to the levers at the other end, 
the derails and switches being connected to the remaining levers 
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^ouped in the center. It is usual in installing a plant to put 
in a machine having spaces for one or two levers more than the 
number actually needed, so that in case it is desired to connect 
other switches or derails, it would be a very easy matter to put in 
the necessary levers. These spaces are designated as "spare," 
the numbers left out being equally divided on each side of the 
group of switch levers, thus separating the groups as much as 
possible. A "frame" of the machine is made to hold eight levers, 
but as the manufacturers furnish what is known as a "half frame," 
it is usual to put in a machine capable of holding the number of 
levers divisible by four that is next above the required number. 

A plan of this crossing, as outlined, is shown in Fig. 6. By 
observing the numbering shown, it will be seen that only ten 
levers are required, as from its not being necessary at any time to 
close one derail without the other, it is possible to work the two 
derails by one lever. This will leave Nos. 5 and 8 vacant or 
^'spare," a twelve-lever frame being the smallest size that would 
hold the number of levers required. If the levers working the 
derails and signals are now interlocked mechanically, so that it is 
impossible for the signalman to close the derails on but one track 
at a time, and to clear a signal for a train to pass over the crossing 
on that track in but one direction at a time, the interlocking will 
be complete, and it will be perfectly safe for any train for which 
the signals have been cleared to proceed, without reducing speed 
beyond that necessary in going over the crossing frogs. 

The mechanical construction of the locking will be explained 
later on, as it will suffice for the present to say that the locking is 
arranged in as simple a manner as possible, each lever locking 
only those levers which, if ptilled, woidd change the route indi- 
cated by the signal, or allow two trains to come together on the 
same track. Each lever, when reversed, is not made to lock 
every other lever controlling any part of the route, but only such 
levers as have not already been locked by some lever that is locked 
by the one reversed. For instance, if lever 2, when reversed, locks 
lever 6 reversed, and No. i reversed locks lever 2 reversed, there 
is no need of making lever i also lock lever 6 reversed, as one 
lock is sufficient to prevent the lever from being moved. 

As the derails on but one track should be closed at any one 
time, the lever of one set, when reversed, must lock that of the 
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other ; or lever 6, when reversed, must lock lever 7 in its normal 
position. If lever 7 is reversed, it will be impossible to reverse 
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lever 6, as the locking will allow of lever 6 being pulled only when 
lever 7 is normal. The two levers are thus interlocked, and a 
signalman cannot make a mistake and reverse both of them at the 
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same time. They both can be in the normal position, but only 
one can be reversed at any given time. As the signals governing 
any route must lock the levers controlling the switches of that 
route, lever 2, when reversed, must lock lever 6 reversec;. 
So, also, must lever ii lock lever 6 reversed. But as lever 2 and 
lever 1 1 are signals governing the same track, but in opposite 
directions, one o£ the levers, when reversed, must lock the other 
lever in the normal position, or else it will be possible to clear the 
signals at the same time for trains going in opposite direc- 
tions—a movement, it is evident, that it should be impossible to 
make. To make the route safe, then, lever 2, when reversed, is 
made to lock lever 1 1 normal, besides locking lever 6 reversed. 

As the distant signals must never be cleared until after the 
home signal has been cleared, the lever of the distant signal, when 
reversed, must lock the lever of the home signal reversed, in which 
case all the levers for that route will bo locked reversed, and all 
*lie other levers of the machine locked in the normal position. 
For if lever i, when reversed, locks lever z reversed, then lever 
6 must be reversed, and lever ii will be locked in the norma! or 
danger position, and a train approaching from the direction of 
signal I will be the only train for which the derails are closed and 
the signals cleared for it to pass over the crossing. 

For the sake of convenience and clearness, the locking per- 
formed by each lever, when reversed, is arranged in the form of 
a diagram or sheet, as is shown in the figure, the circle put around 
the figures indicating that that lever is reversed — otherwise the 
lever is supposed to be in the normal or danger position. 

When two double-track roads cross each other, the same num- 
ber of levers can be used, the numbering and locking being the 
same, except that the signals, when reversed, must not lock the 
home signal governing trains running in the opposite direction, 
in the normal position, as there are two tracks, and it must there- 
fore be possible to clear both signals at the same time. 

From this it is seen that interlocking signals for the protec- 
tion of a plain crossing are very simple and are easily arranged. 
Where switches have to be connected to levers in the machine, 
and signals provided to govern all the movements that will be 
made in using the different tracks, the locking of the levers be- 
comes somewhat complicated. 
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In Fig. 7 is shown a crossing of two single-track roads, one 
of them having a junction switch or branch line leading oflE from 
the main line, as shown. This switch being located less than 300 
feet from the crossing, must be connected to the interlocking 
machine, so that the lever controlling it can be locked with the 
signals governing the route, or else it would be possible to give a 
clear signal with the switch open. 

As it is possible for a train to approach the crossing from the 
branch line, it also must be provided with a signal and derail. 
With trains approaching the crossing on the single track, two 
signals must also be provided, as it is necessary to indicate to the 
engineer which of the two possible directions his train is to take. 
As there should be but one signal pole for a given track, to en- 
able the engineer to know which signal is the one governing his 
train, and as it is necessary in this instance to have two signals, 
the two are put upon the one pole, as seen in Fig. 8 — ^the upper 
blade being used to govern the high-speed or main-line route; 
the lower, the secondary or branch line. 

This, however, is not the practice on all roads, English roads 
being a notable exception; for instead of the upper blade being 
used to govern the high-speed route it is made to govern the track 
leading to the right or left from the switch. In this country it 
is the right hand, and in England the left. This practice is not 
to be recommended, as it requires the engineer to locate each 
side track and decide whether he wants the upper or lower blade, 
a thing which is apt to be confusing when one is traveling on an 
engine at a high rate of speed, and has to take the lower blade 
on one pole and the upper on a pole a few hundred feet beyond it. 

Where two or more signals are used to govern several tracks 
leading from or to a single track — in which case but one signal 
should ever be cleared at the same time — it is customary to con- 
nect all the signals so situated to the same lever in the machine, 
a selector working in connection with the switches governed by 
the signals being used to automatically connect the signal which 
governs the route for which the switches are set with the lever in 
the tower. Practice in this regard has been carried too far, and 
the tendency at present is to use a separate lever for each signal, 
or, at any rate, never for more than two. As a separate lever for 
each signal is a very expensive arrangement, and as a selector 
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for two sisals can be made to work well with a little care and 

attention, it would seem to be good practice to continue the use 
of this arrangement. Selectors for more tlian two signals, how- 
ever, are not to be recommended. 

By looking at Fig. 7 it will be seen that thirteen levers are 
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required to work the switch, the derails and the necessary signals, 
and that while the switch and derail on the secondary track are 
worked by the same lever, the two derails on the main line are 
worked by separate levers. The reason for this is, tliat while 
it must not be possible to close the two derails S and 9 at the 
same time, for fear of two trains running together, at the switch, 
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it must be possible to close derail 6 on the other side of the cross- 
ing for either route— the one on the branch or the one on the 
main line. 

The locking required to make the operation o£ the crossing 
safe, made necessary by switch 8 being connected to the ma- 
chine, is also more complicated than that required for a simple 
crossing. By an examination of the locking sheet shown in the 
figure, it will be seen that, before any signal can be given to a 
train, the derails and switch will have to be set for the route it 
is to take, and that the signal governing the opposing route is 
also locked. For instance, lever 2 reversed locks derail 6 re- 
versed, locks switch and derail 8 normal or reversed, because the 
switch is used in one or the other positions each time the signal 
is cleared; locks derail 9 reversed when switch 8 is normal and 
the route is set for the main line, and, last of all, locks lever 14 
in the normal position, preventing either of the opposing signals 
from being cleared. 

To make it impossible for both roads to use the crossing at 
the same time, lever 6, when reversed, is made to lock lever y in 
the normal position. As levers 8 and 9, when reversed, both 
lock lever 6 reversed, the reversing of any one of these will lock 
lever 7 in the normal position, so that the derails cannot be 
closed. It will be noticed that lever 8, when reversed, locks 
lever 6 reversed and lever 16 in the normal position, the object 
of locking lever 16 normal being that, as lever 14 can be reversed 
if either lever 8 or 9 is reversed, it would be possible, when 14 is 
reversed, to reverse lever 16 and clear the distant signal when 
switch and derail 8 were closed, and thus a wrong signal 
would be given. By this arrangement it is possible to reverse 
leyer 16 only when lever 14 is reversed, locking derail y reversed, 
with switch 8 in the normal position. 

Should switch 8 lead to a side track instead of to a branch 
line, the signal on side track governing the movements made 
from the side track to the main line would be made a dwarf or 
low signal, as shown in Fig. g, and no distant signal would be 
provided. The object of this is to lessen the chance of an en- 
gineer mistaking the indication of the signal on the side track 
for the one on the main line, and also to effect a saving in the 
original cost of the plant. As movements on a side track have 
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to be made at slow speed, there is no necessity for putting- the 
signal on a high pole, where it can be seen at a distance, the lov;- 
or dwarf signal answering perfectly well for this purpose. 

Dwarf signals arc used to control all "back-up" movements, 
or those made against the normal direction of traffic, the reasons 
being the same as in the case of movements made from side 
tracks. 

When a cross-over between two double tracks at a crossing 
has been connected up, it should be signaled as shown in Fig, 




lo, the locking performed by each lever, when, re^^ersed; being;- 
also given. It will be noticed that back-up derails have been 
provided on one track, dwarf signals governing the back-up. 
movement being connected to and moved by the same levers, so . 
that whenever the derail is closed, the signal will indicate safety. 
Back-up derails are generally not provided, unless the arrange- 
ment of the tracks or the traffic is such that movements against 
the direction of traffic are frequently made, As the commis- 
sioners of several of the. States require these to be put in at all 
plants under their jurisdiction, they have in such cases to be put;: 
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in whether there is or is not a probability that they will ever 
be needed. 

It is to be noticed that dwarf signal No. 3, while governing 
back-up movements in two directions, either on the main line 
or on the cross-over, is a single-blade signal, and does not in- 
dicate to trainmen the route they are to take, but only that the 
route is clear for them to back up. The reason for this being that 
in practice it has been found to be the best plan, as the move- 
ments are made slowly, and the towerman has, in any event, to 
know the movement it is desired to make before throwing the 
levers, for the matter to be left entirely in his hands for him to 
throw the proper switches before clearing the signal. 

Again, a single-blade dwarf signal can be put in between 
tracks in many places where there is not room in which to put 
one having two blades. The saving in original cost of the plant 
is also quite an item, particularly if there are very many dwarf 
signals required. 

The combinations of the levers by which the derails are 
closed and the signals cleared for a train to proceed over the 
crossing, are very simple with the plant under consideration, 
the derails of any one track* being first closed, the home signal 
next, and, last of all, the distant signal. When it is desired to 
use the cross-over, the engineer will run by sufficiently to clear 
signal 4, when the towerman, putting levers i, 2 and 6 back to 
normal, will reverse lever 8 and pull 4. Reversing lever 4 clears 
the signal, and the switch being thrown, the train is switched 
over to the other main line. 

With plants having any more levers than those necessary to 
operate a simple crossing, it is necessary to provide in the tower, 
for the guidance of the signalman, a "combination sheet," show- 
ing the order in which the different levers should be pulled to 
clear the different routes. This order is made necessary by the 
locking of the levers, those which are free to move being first 
reversed, then those which are released by the reversal of the 
first lever, and so on, until all the signals for the route desired 
have been closed. 

Although it would appear to anyone a very easy nxatter to 
find out which are the proper levers to reverse to give a clear 
route, such is not the case, as has been shown in many in- 
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stances, where, from some cause or other, it has become neces- 
sary to put new men in the tower who do not know the proper 
levers, or when, as in case of accident to the signalman, the 
trainmen have had to work the levers to let their train over the 
crossing. 

A large size map, with the switches and derails plainly num- 
bered, as well as a combination sheet in which the levers to be 
pulled to set the different movements are shown in large type, 
should be framed and hung up in every tower. The wisdom of 
so doing will be evident to anyone who has ever tried, unaided, 
to clear the signals for a train at even a small crossing. 



CHAPTER X. 

FOR JUNCTION POINTS AND DRAWBRIDGES 
—CONSTRUCTION OF THE IMPROVED 
SAXBY & FARMER INTERLOCK- 
ING MACHINE. 




Junction points, like crossings, unless protected, are dan- 
gerous places for trains to run by without first making a stop, 
not only because the switch may be wrong, but because a train 
may be approaching on the other track that will also want to 
use the junction switch. By interlocking the switches, provid- 
ing signals to govern the different routes, and by putting in de- 
rails to enforce obedience on the part of the trainmen to the 
indications of the signals, there will be no necessity for any train's 
stopping, unless it be to register or to get orders, as it is prac- 
tically impossible for the signalman to make a mistake and set 
the switches and clear the signals, so as to permit two trains to 
come into collision with each other. 

In the preceding chapter the signals necessary to govern a 
simple switch or junction point of two tracks were shown, and 
while the same general plan of signaling is followed in all such 
installations, the particular arrangement of the signals will vary 
with each location. 

In Fig. I a jimction of a single with a double track road is 
shown, cross-over switches being provided to allow trains to 
run on to the single track from either of the other two. It will 
be noticed that two signals are provided for all facing-point 
switches, or those where it is possible for a train running in the 
normal direction of traffic, either to keep to the m.ain line or to 
take the switch. In these cases the upper blade governs the 
high-speed route, or is the one that is "cleare.d" when the switch 
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is set for the main line; when the switch is set for the cross- 
over, the lower blade is the one that governs. The junction 
switch, or the one numbered 6, is used both as a facing and a 
trailing point; but as it is normally a trailing point, it must be 
so signaled, a single-blade dwarf signal being used to govern 
trains going on to the branch line, while the two signals numbered 
lo, which govern the switch in the normal direction of trafEc, 
are of the standard semaphore pattern. 

As the two signals which govern the switch in the normal 
direction of traffic should never be cleared at the same time, 
they can both be connected to and worked by the same lever in 
the machine, a selector being used to connect the proper signal 
with the lever, the same as if they were both on the same pole. 
It is for this reason that they both are numbered lo. The only 
derails necessary are those on the branch and on tlie main line, 
just before reaching the junction switch, wliere, if a train should 
run by the signal, it might run into another train, should it happen 
to be using the switch at that time. Derails are not necessary 
at any other point, as there are no other switches upon which 
a train might come into collision with some other train, sliould 
the signal be run by when at danger. Any train running by 
signals Nos. 2 or 7 when at danger would only be going in the 
normal direction of traffic, so that no collision, which the inter- 
locking was designed to prevent, coiUd happen. Interlocking 
signals are not intended to prevent collisions between two trains 
running in the same direction, as that is the province of a block 
signal, and not an interlocking plant. 

The locking required to make the operation of the plant safe 
is somewhat more complicated than any of those which have 
been given, as there are a greater number of levers that have to 
be locked when the signals governing the diflerent routes have 
been cleared. 

For instance, lever 2, when reversed, must lock lever 5 both 
ways, normal or reversed, as lever 2 clears the signals for either 
route. It must also lock signal 3 reversed when cross-over 
switch 5 is reversed, to make it safe for a train to run on the 
other track. For, as lever 3, when reversed, locks the lever con- 
trolling the route on the main or the branch line in the proper 
position for a train to proceed in either direction, lever z, when 
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reversed, practically locks all the levers of the route indicated, 
making it safe for a train to proceed through the limits of the 
interlocking. 

The distant-signal lever No. i, when reversed, locks lever 
2 reversed with lever 5 normal. This prevents the clearing of 
the distant signal when signal 2 is cleared for the cross-over or 
the slow-speed route. 

The combinations of levers to be reversed to give clear signals 
for the principal routes, or the ** Combination Sheet," as it is 
called, are as follows: 

Main track, east bound, 2, i. 
Main track, west bound, 7, 9, 10, 12. 
East bound, main to branch, 6, 5, 3, 2. 
Branch line to west bound main, 6, 9, 10, 11. 

The signals and derails necessary to make the use of a 
junction of two double-track lines safe, so that trains need not 
stop unless the signals have been cleared for some other train, 
are shown in Fig. 2. The signals required are much the same 
as those shown in Fig. i, but it is necessary to use one more 
derail, so as to protect trains that use the cross-over and back 
over on to the west bound main line. A dwarf signal (No. 14) 
has also to be put in to govern trains making this movement. 

In working out the locking of the levers necessary to make 
the operation of this plant safe, there are several points to which 
attention should be called. As it would be unsafe for a train to 
use the cross-over switch if it were possible for the signalman 
at the same time to close any one of the derails, lever 9, when 
reversed, must lock levers 6, 8 and 10 in the normal position. 
Lever 6, when reversed, must lock lever 7, either in the normal 
or the reversed positions, to prevent that lever being thrown 
after 6 is reversed. Lever 6 must also lock lever 10 normal, 
when lever 7 is reversed to make it impossible for two trains to 
come together where the two tracks cross each other. 

It is also to be noticed that the signal levers in all cases, 
when reversed, lock the levers of the signals governing the 
opposing route in the normal position, so that it is impossible 
for the operator to give clear signals to trains running in opposite 
directions, that would come into collision with each other. 
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The "combinations" of the levers for every movement pro- 
vided for by the signals are as follows: 

East bound main, 6, 2, i. 

West bound main, 10, 15, 16. 

East bound main and branch, 7, 6, 2. 

Branch to west bound main, 8, 12, 13. 

East bound to west bound main, 9, 14. 

West bound main to branch, 8, 3. 

West bound main to east bound main, 9, 3. 

West bound main against normal direction of traffic, 10, 3. 

At drawbridges it is just as necessary, or even more essential, 
that all trains be brought to a stop before passing over the 
bridge, than it is at a crossing, from the fact that the draw 
might be open, or opened when the train was too near to make 
a stop, in which case a worse accident than a collision would be 
very likely to happen. 

Protection and safety in the operation of drawbridges, with- 
out requiring trains to make a stop, are afforded by the use of 
interlocking signals in the same manner as with a crossing of 
two tracks at grade, and in most cases this is a very simple matter. 
Each approach to the bridge is provided with a home and, where 
necessary, a distant signal; derails being put in to throw a train 
off the track if the indications of the signal are disregarded. 
The distances these are placed from the ends of the draw should 
in all cases, except for a very slow-speed route, be at least 500 
feet, owing to the distance it is possible for a train to run on the 
ties after being derailed, should it be running at even a moderate 
rate of speed. All switches that are between the home signals 
and the bridge must be connected up and properly signalled, to 
prevent a signal from being cleared when it was not safe for a 
train to proceed. The numbering and arrangement of the levers 
would be the same as that used in the plan of a simple crossing. 

It is usual to put the interlocking machine on the draw itself, so 
that the levers operating the locks of the bridge may be interlocked 
with the other levers, making it impossible to unlock and turn 
the bridge while the couplers at the end of the bridge, which 
make the connection between the levers of the machine and the 
switches and signals, are closed. As these can be uncoupled 
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only when the signals are at danger and the derails open, it is 
impossible to make a mistake and allow a train to run into tlie 
open draw. 

Where the machine is not placed on the bridge, a separate 
lock has to be provided, which will make it impossible to close 
the derails on the track leading to the bridge, unless the bridge 
is in its proper position. This lock is shown in Fig. 3. The end 
cap, which prevents the plunger from being shoved out when the 
bridge is open, being moved one side by a lug on the socket 
tasting when the bridge is closed, allows the signalman to reverse 
the lever and lock the bridge, when the other levers may be 
reversed. Where the approach to a drawbridge is such that a 
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derail cannot be used, owing to the fact that there is no place in 
which a train can be derailed without entailing great damage, 
interlocking the bridge and providing the necessary signals do 
not make it safe for trains to use the bridge without first making 
a stop, as there is nothing to bring the train to a stop should 
the engineer run by the signal. 

In signaling comphcated crossings, terminals, or sets of 
switches, the method pursued is, in the main, the same as that 
followed in protecting the simpie locations that have been de- 
scribed. As each plan will differ somewhat from that of the 
other, no rules can be laid down that will cover all cases, and 
it is only by giving in a general way what can be considered 
as the best practice that any idea can be given of what should 
be used. Where the switches are close together, it is often im- 
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possible to provide separate signals for each switch, in which 
case the signal at the limits of the interlocking must be used to 
govern all the movements that can be made from any one track. 
This is usually made a double-bladed signal — the upper blade 
being used to govern the high-speed or main-line route, and 
the lower blade all other routes. Verv often, from the location 
of the tracks, it is impossible to put the signal next the track 
which it is intended to govern, one or more tracks intervening 
between the signal pole and the track to be governed. In cases 
where there is but one track intervening, it is customary to use 
a bracket pole, a mast being provided to represent each track, 
with the signal blade placed on the one corresponding to the 
track to be governed. Such a pole is shown in Fig. 4, it being 
made somewhat higher than the ordinary pole, to allow of the 
signals being easily seen over the top of a train passing on the 
intervening track. Such an arrangement is objectionable, as 
the force of the signal is very much lessened by being placed 
so far away from the track which it is intended to govern; but as 
in most cases there is no cheap way of providing sufficient space 
in which the ordinary signal can be placed, the bracket pole will 
have to be used. The practice on the Pennsylvania road, how- 
ever, is to separate the tracks, wherever possible, and place 
each signal next the track it governs — a practice to be recom- 
mended if the matter of expense is not to be considered. 

It is claimed by some that a bracket pole is a useless expense, 
and that an ordinary pole will answer in most places where a 
bracket pole is now used, for the reason that a high-speed route 
only would be governed by a high semaphore signal, and that 
there would be no other high signal for an engineer to see, no 
matter how many tracks intervened between the high-speed 
track and the governing signal. 

Where but one track intervenes, and traffic is in the opposite 
direction to the way the signal reads, there seems to be no valid 
objection to such practice, as at night it is practically impossible 
to tell at any great distance whether the signal is on a bracket or 
an ordinary straight pole. 

Where more than three parallel tracks have to be signaled, 
a bridge on which the signals can be placed is almost a necessity. 
This is an expensive arrangement, but an ideal one, as each 
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signal can then be placed immediately over the track which it is 
intended to govern. Such an arrangement is clearly shown in 
Fig. 5, which is a photograph of one used at Stewart avenue, 
Chicago — one of the most complicated crossings in America. 

In signaling terminals, a plan that is often followed, where 
the tracks are close together, is to use dwarf signals in all cases, 
whether for the main line or for a siding. As all movements 
are made at slow speed, these answer the purpose just as well as 
the high semaphore, and are much cheaper. Another advantage 
to be gained by their use is that they may be always put in their 
correct position — that is, on the right-hand side of the track 
which they are to govern — for where there are many tracks to be 
signaled, it is very easy to see how confusing it would be, if not 
impossible, to tell which was the proper signal, if some systematic 
arrangement such as this were not followed in locating the 
signals. 

At terminals or yards where movements are made at com- 
paratively slow speed, it is not customary to provide derails to 
prevent trains coming into collision with each other, but reliance 
is placed iipon the trainmen that they will obey the signal. Ex- 
perience has demonstrated that this is a safe arrangement, much 
more so than where no interlocking is used, and switchmen are 
employed to work the switches and to signal trains. 

Where trains run on the left-hand track, as is the case on 
several roads in this country, the signals, to be next the track 
they govern, have to be placed on the left-hand side. This 
running of trains on the left-hand track is a very bad arrange- 
ment, if consistency is to be observed in the location of the 
signals, as the practice regarding which signal is to be used to 
govern a given track will vary on different roads. 

In England, where all trains run on the left-hand track, the 
signal blades project to the left, as seen from an approaching 
train, and are placed on the left side, so that the signals gov- 
erning any one track are as easily picked out as are those where 
the signals projecting to the right govern trains running on the 
right-hand track. 

Generally, in signaling yards or at crossings, the signal en- 
gineer, instead of being consulted as to a good and economical 
arrangement of tracks while yet there is time to suggest any 
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improvements or a better location, with a view to putting in 
an interlocking machine, is g;iven a plan of the tracks and asked 
to signal it, no matter how bad the arrangement may be, after 
once being made safe, for the movements that are to be made 
over them. 

As the signals that will be required for any given arrange- 
ment of tracks, to make the use of the same safe for all trains, is 
governed by the location of switches and crossings, it follows 




that it is exceedingly important that these be placed so that the 
different routes will be separated as much as possible, the switches 
and signals being located so that movements covering more than 
one route can be quickly made, allowing one of the tracks to be 
cleared for other trains. If the arrangement be carefully worked 
out with this end in view, fewer switches and also fewer signals 
will be needed, the first cost and the cost of maintenance being 
much reduced. 

Having outlined the manner in which different arrangements 
of tracks are signaled, and shown what locking of the levers is 
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necessary to make it impossible for a signalman to make a mis- 
take and pull a wrong lever, it will be best, before describings 
the different parts used in connecting up the switches and signals, 
to explain in detail the construction of the different interlocking^ 
machines, and show how the locking of the levers is accom- 
plished. 

As has been previously stated, the levers of the earlier ma- 
chines were interlocked by connections made directly to the 
levers themselves. This resulted in severe strains being put 
upon the locking, as a signalman would not know, in case the 
lever pulled hard, whether it was being held by the locking or by 
the outside connections. The improvement made in the modem 
machine consists in attaching the locking mechanism to the 
latching device or latch rod, so that, unless the locking is set 
for the lever to be reversed, the latch cannot be lifted, and the 
lever, of course, cannot be pulled over. By this means, raising 
the latch to unlock the lever, locks the levers of all conflicting 
routes, and the levers to be released bv the reversal of this lever 
are not unlocked until the lever has been entirely pulled over 
and latched. This method of locking is known as "preliminary*^ 
or "latch locking," and is the one generally used in this country 
for any machine requiring eir^ht or more levers, although in 
England the older form is still in general use — a machine of 40a 
levers having lever locking, probably the largest in the world, 
having been but very lately put in service. 

Of the different machines in use in this country there are three 
different patterns — that of Messrs. Saxby & Farmer, as made 
by the Union Switch & Signal Co., and that of Messrs. Stevens 
& Sons, made by the National and the Johnson Signal Com- 
panies. In the main, the different machines are constructed in 
the same manner and of the same general design; the only practi- 
cal differences being found in the manner in which the locking is 
accomplished and the attachment is made to the latch rod. The 
machines are made so that the levers are centrally pivoted on a 
main frame; a quadrant being fastened to the top of the frame, by 
which the lever can be latched in either the normal or the reversed 
positions. The lower end of the lever is bent out at right angles, 
to form an arm to which the vertical connection can be bolted. 
If the connections are of wire, it is necessary that the lever be 
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provided with an arm projecting oii the opposite side of the cen- 
ter, to which the back pull wire can be attached. The arm is 
called a tail piece, and is usually bolted to the lever shoe or center 
casting of the lever. 

The machine made by the Union Switch & Signal Co., and 
known as the improved Saxby & Farmer machine, is shown in 
Fig. 6, the locking bars and dogs being carried in a suitable 
frame, supported by brackets bolted to the main frame. A rocker. 
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centrally pivoted, and having a slot in which a projection on the 
latch may be made to slide, is provided for each lever. Raising 
the latch to release the lever causes one end of the rocker to be 
raised; but when the lever is pulled over, no further movement 
of the rocker is made, as the slot is of the same radius as the top of 
the quadrant. Releasing the latch at the end of the stroke causes 
it to drop by the power stored in the spring, when that end of 
the rocker is depressed and the other end still further raised. 

This motion is tlie one made use of in most of the preliminary 
latch-locking devices, by which the lock rods or tappets can be 
driven. Motion is imparted to the lock rods by means of a link, 
used to connect one end of tlie rocker with a square shaft, which 
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revolves in turned bearings uiidemeaili the lock rods, and drives 
them whenever the latch liandle is raised or released. The lock 
rods are carried in brackets, which are also made to hold the lock- 
ing dof^s, the latter moving on top of and at right angles with the 
lock rods. Lugs with a beveled end are riveted to the lock 
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rods, so as to engage with the dogs in such a way tliat, un- 
less the dog is free to be moved, the lock rod cannot be moved, 
and the latch, and with it the lever, will be locked. When one 
lever, in a reversed position, is to lock another lever, lugs are 
riveted on each lock rod, and a dog or cross-piece, shorter by the 
thickness of one lug than the distance they are apart, and having 
its ends beveled tlie same as the lugs, is placed in the locking 
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bracket between the two lugs. Making the dog shorter in 
this way allows one of the bars to be moved, as the dog can be 
shoved over against the lug on the other bar, thereby locking it, 
which is just what it was intended that it should do. 

This action will perhaps he more clearly understood if refer- 
ence is had to the diagram (Fig. lo), in which the locking is drawn 
out as it is arranged on the machine. This diagram is called a 
"Dog Sheet," and is the working drawing by which the locking, 




as called for on the locking sheet, is worked out. The long lines 
which represent the lock rods are numbered, not to correspond 
with the levers with which they are connected, but in the order in 
which they are placed, commencing with the one next to the 
levers. A small circle drawn on this line shows by which lever 
the rod is worked and where the connection is made. The lock- 
ing brackets are numbered to correspond with the levers, the 
locking dogs being stamped with the number of the bracket in 
which they are to be placed, and also at each end with the number 



of the lock rod under that end. This is done to make it easy to 
replace the bars and dogs, if for any cause they are removed from 
the machine. 



Detaii-s of Improved Saxby & Farmer Interlocking Machine. 

It will be noticed that in drawing the dogs they are represented 
as being placed close up to the lug by which the locking is per- 
formed, the clearance necessary to allow one of the lugs to be 
moved being left next to the other lug. The object of this is to 
make the reading of the dog sheet easy by showing which lever 

■ does the locking, and permit of the work being checked up with the 

■ locking sheet. Where one lever lias to lock two or more levers, 
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the dog is notched for as many lugs as there are levers to be 
locked, a reversal of the locking lever forcing the dog over against 
the lugs of the other levers and locking them. If one of the other 
levers has been reversed, the dog will strike against the lug of that 
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lever, and prevent the lever that locks all the others from bein^ 
reversed. 

The locking represented by the dog sheet is the same as that 
which was given by the levers controlling a simple crossing, or 
as is shown in Fig. ii. 

"Special" locking, or the locking which is to be made by one 
lever only, when another lever is in a certain position, is shown 
in Fig, 12. As shown, it consists of a lug of special form, pivoted 
on the locking bar in such a way that it can be moved sidewise 
by the two dogs, between the edges of which it projects, and also 
be moved lengthwise with the lock rod, to which it is attached. 




In the position shown the two dogs act as one, as the clearance 
space between the lugs is taken up, while if the special lug is with- 
drawn, it will allow either of the two dogs to be moved and the 
levers reversed. 

Claims are made for this style of locking that "the arrange- 
ment of the bars permits of the greatest amount of locking in the 
smallest space, and since only the dogs, which are short, are 
driven by impact, the wear is reduced to a minimum; that, by 
being placed in a single tier, any required changes may be easily 
made and the bars easily gotten at;'' and, also, that as all the bars 
are in a horizontal position, any wear that may take place, due 
to the weight of the bar, does not in any way affect the locking. 
Objections are made to it that, from the locking being arranged 
in a horizontal plane, the towers have to be made much larger 
than where it is arranged vertically, and that in places where there 
is not much room to be had, this objection is quite a serious one. 
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The machine constructed by Messrs. Stevens & Sons has been 
much improved since the first one was made, and while the gen- 
eral plan is very much the same, the arrangement of the sniaJ! 
parts diffeis cun-iidi-ratjly. The imiiruvtnicins have bet-n made, 
principally, in the arrangement of the latch connection, by which 
the preliminary locking feature is obtained, and in the design of 
the special locking. 

Two forms of the machine are manufactured and have been 
quite extensively introduced. That made by the National Switch 
& Signal Co. is shown in general view in Fig. I, a drawing of the 
machine being shown in Fig. 2. As will be seen, all of the parts 
by which the locking is accomplished are carried on the main 
frame beneath the flooring, where it is out of the way, nothing 
being put above the top of the frame but the levers which the 
signalman has to pull. This gives the machine a very neat ap- 
pearance, and makes it vory easy to keep the tower clean. 

The detail parts of the levers are much the same as in other 
machines, but the rocker (R, Fig. 2), instead of being placed on 
top of the frame alongside of the quadrant, is suspended under- 
neath, the latch rod P being brought down to engage with and 
move it whenever the latch is raised or released. A link S con- 
nects the rocker with a "tappet" bar T, and prevents the rocker, 
and therefore the latch and lever, from being moved unless the 
locking dogs, carried in the frame behind the tappet bar, are in 
such a position as will allow of the tappet bars being moved. 
Tliis arrangement is a ver>- simple and strong one, and admits of 
the power being applied in a very direct manner. 

The arrangement of tappet bars and locking dogs, by which 
the locking of the levers i« accomplished, is shown in Fig. 3, tap- 
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pets being numbered the same as the levers to which they are 
connected. The locking sheet from which this arrangement of 
locking is made, being the locking required for the levers con- 
trolling a plain crossing, such as was shown in a previons article. 




The mechanical construction of the locking is simply that of 
a bar or tappet locked by a dog moving at right angles to it. and 
fitting in a notch cut in the edge of the tappet bar. This dog is 
made longer than the distance between any two tappet bars, the 
levers of which it is desired to lock, so that one bar will be free 
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to move only when the dog slides into the notch cut in the other 
bar. Unless the notch in the other bar is in a position to allow 
the dog to be forced over, the bar is locked and the lever cannot be 
moved. 

Any locking required is very easily arranged in the machine, 
as the dogs are made by screwing tapered pieces of the proper 
form to small bars of the length required to fit in the notches 
which are cut in the tappet bars. As the width of the dog is three 
times that of the small connecting bar, three dogs may be made 
to work in the same space in the frame by fastening the dc^s to 
the top, middle or bottom bars. In this way a great deal of lock- 
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ing may be arranged in a very small frame space, and at the same 
time may be gotten at easily. 

The special locking used by the National Company is a very 
simple and easily arranged contrivance, consisting simply of a 
square block held by a frame or "cage," fastened on the outside of 
the tappet, as shown in Fig. 4, special dogs being used, which 
not only fit in the tappet in the ordinary manner, but project over 
the bar and bear against the block. If the tappet is in a position 
where the block is held in between the two they will practically 
act as one, while if the block is withdrawn, both dogs will be free 
to move. In this way one lever ts made to lock another lever 
only when a third lever is in a certain position, normal or re- 
versed, whichever is desired. By making cages to hold several 
blocks, and by using dogs of special form, any special locking, 
no matter how complicated, can be easily arranged. 



The claims made for this style o£ machine are "that as the 
rocker is made with cither single or double tappet connections, 
single or double locking can be used, placed on either side of the 
frame with equal convenience and accessibility, thus doubling the 
capacity, the symmetrical construction of which secures the great- 
est economy of room and minimum cost of maintenance, for the 
reason that more locking can be carried in less space and with less 
cost than in any other machine — a feature of special importance 
in all installations; that the locking frame is so designed that the 
locking is open to the unobstructed view of every part, and thus 
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not only facilitates free inspection but permits the placing of new 
locking (for additional levers), or the introduction of special 
locking, with the greatest convenience and economy." 

Few or no objections can be brought against this style of ma- 
chine, save in the construction of the locking, as the tappet bars 
are connected in a very simple and direct manner. It will be 
noticed that with this kind of locking the dogs extend from one 
end of the machine to the other, instead of across the locking 
bars, as is the case with the improved Saxby & Farmer locking. 
Making the bar long in this way means that it will require more 
force to drive it, and as the bar is driven by sliding friction be- 
tween the end of the dog and the notch cut in the tappet, it is very 
apt to cause wear. Again, as the dogs all lie in a vertical plane, 
any wear will take place on one side only, and will in time affect 
the locking, possibly necessitating its renewal much sooner than 
with the other stvlc. 



The Johnson machine is illustrated in Fig. 5. a detai] draw- 
ing having been shown in the article on Controlled- Manual I'lock 
Systems, the Patenall lock instruments having been applied to one 
of these machines. This machine differs from the one made by 
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the National Co., in placing the rocker on a bracket fastened to 
and moving with the lever, instead of suspending it from the main 
frame. Practically the results are the same, as motion is im- 
parted to the tappet botli before and after the movement of the 
lever, as in the other machine. 

Special locking is provided for by a loose dog fastened to the 
tappet, which acts in the same manner as the block used with the 
National machine. Instead, however, of fastening this to the 



surface of tfie tappet, the bar is cut away to allow the dog to work 
in the same plane with the other locking clogs, a tie-piece being 
used to join the two parts of the tappet bar together. 

This construction is objectionable and is not as good as the 
National arrangement, owing to the chance of the bar becoming 
disconnected and throwing the locking out of service. 

With a machine having the rocker situated as it is on this 
one, the locking can he placed only on the front part of the frame, 
where it will be behind the pipe connections to the levers, and very 
hard to get at to make anv changes or repairs. 

While the improved Saxby & Farmer locking may take up 
more room than the Stevens locking, there is little doubt that 
it can be repaired more easily, owing to its being in a horizontal 
position, or that it will last longer, there being less friction between 
the locking bars and the dogs. However, both types of machines 
are strongly made, and will need but little repairs or attention be- 
yond an occasional oiling, and whatever cleaning is necessary 
to keep every part clean and free from gum, for if the locking is 
not kept clean it is apt to stick and give trouble. 

Next to the machine, the most important part used in the 
construction of an interlocking plant are the movements by 
which the switch points are opened and closed and also locked, 
whenever the lever to which they are connected is moved. 

By far the simplest arrangement that can be used is to make 
a direct connection from the lever to the head rod of the switch, 
the same as if the connection was made from an ordinary switch- 
stand. This would provide for throwing the switch, but would 
not lock it, and as there is considerable spring in pipe hues used 
to make the connection to the lever, some fonn of lock with all 
facing-point switches is absolutely necessary to prevent the 
points from moving under a passing train. 

Locks are easily made by attaching a rod to the points of the 
switch and providing a plunger or lock pin which can he entered 
into holes drilled in the rod, thus locking it, and with it the 
points of the switch. There are two forms of these locks which, 

Las they are generally used at facing switches, are called "facing- 
point locks," one being placed inside of the line of rails, and 
shown in Figs. 6 and 7, and the other placed outside of the rails 
and shown in Fig. 8. 
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will be noticed in the one shown in Figs 
points of the switch are connected together by a front rod, 
which answers for a lock rod by passing it through the plunger 
casting bolted to the tie, holes being drilled in the rod for the 
plunger to enter and lock the switch, either for the main line or 
for the side track. 

With the form sliown in Fig. S, the lock rod is attached to 
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the front rod midway between the two points, and is made long 
enough to pass through the plunger casting which is placed 
outside of the rails, holes being drilled in the bar to lock the 
rod and with it the points of the switch. 

Of the two methods, the second is the one ordioarily used 
and is much the best, as the casting is out of the way and not 
liable to be caught and torn out by any loose brake beam, or 
other defective part, on a passing train. 

However, the inside lock is the only one in use in England, 
the claim being made for it that it is the strongest, and that by 
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the lock being; made a part of the switch it has got to be kept in 
working order 

Using locks suLh a'i irt here shown to lock the switch neces 
sitates using a separate lever to work the lock which in a great 
many instances is a ^ er\ expensn e arrangement Where such 
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are used, the general plan followed in numbering; the levers and 
arranging the locking is the same as that which has already been 
described, except that the levers of the signals, when reversed, 
must lock the lever of the switch lock reversed in all cases, 
whether the switch is in the normal or the reversed position, tor 
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the reason that a switch should always be locked before it is 
used by a train, irrespective of the way the switch is set — ^the 
order in which the levers would have to be reversed to set up 
any route for a train being: First, the switch or derail lever; 
second, the locking lever; third, the home-signal lever, and, 
last of all, the lever of the distant signal. 

Owing to the cost of providing two levers to move and lock 
a switch, and the time required to pull the second lever, many 
attempts have been made to perfect a machine which would ac- 
complish this by the movement of one lever. The result has 
been the invention of the switch-and-lock movement, which can 
be said to be a practical success, the principal feature of the 
design being the preliminary action of unlocking the switch 
before the points are moved, and then locking them again after 
the movement has taken place, very much the same as the 
preliminary latch locking acts with the levers of the interlocking 
machine. 

A general plan of a switch-and-lock movement, showing its 
construction and the connections to the switch, is shown in Fig. 
9, a detail drawing of the movement being shown in Fig 10. A 
is the base casting, having a guide at one end, through which 
the lock bar L is made to pass. A slide bar R is connected 
by a pipe line to a lever in the tower, and is moved a distance of 
8f inches whenever the lever is reversed or returned to the 
normal position. Riveted to the slide bar are two lock pins P, 
which are made to enter holes drilled in the lock bar, and lock 
the bar with the base casting, so that it is impossible to move 
the switch until the slide bar is moved and the lock pin with- 
drawn. Working on one side of the slide bar is a switch crank 
C, which bears against an operating or driving pin D, fitted 
between the upper and lower bars of the slide bar R, and is 
connected to the switch rod by a short connecting rod. 

The switch being shown in the normal position, if, now, the 
man in tlie tower should reverse the lever, the movements that 
would be made would be as follows: The slide bar would be 
moved, withdrawing the lock pin from lock bar, leaving the 
switch points free to be moved, the operating pin sliding along 
the straight surface of the switch crank. After the switch had 
been unlocked, the operating pin would strike the arm of the 



switch crank C, causing it to revolve and carry with it the 
switch and lock bar, the throw of the crank being regulated so 




Detaii^ of Switch- a nd-Lock Movement. 



that when the switch had completed its movement the operating 
pin would slide along flie other ami of the crank, entering the 
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lock pin in the other hole in the lock bar, locking the har and 
the switch in its new position. 

Theoretically the results obtained are the same as when 
separate levers are used to work and lock the switch, but in 
practice it is found that the use of the switch-and-lock move- 
ment has some limitations beyond which it cannot be said to be 
good practice to go. 

The weak point in the movement is that with the sh(Ht 
motion available there is not travel enough in which to make 
the locking of the switch certain, owing to the spring in the 
connections when the switch is any great distance from the tower. 
As with the locking of the levers in the tower, it is taken for 
granted that if the lever is pulled over for its entire distance the 
switch has been thrown, and it is therefore possible to reverse 
other levers which depend for safety on the fact that the switch 
is properly set and locked. Any plant cannot be considered 
safe where the switch-and-lock movement is such a distance 
from the tower that it would be possible to reverse and latch 
the lever, owing to the spring in the connections when the lock 
pin had not entered the lock bar, as would be the case if some- 
thing should get in between the points of the switch and prevent 
it from closing. 

If a bolt lock was put in the connection to the signal, it 
would be impossible to clear the signal if the switch was not 
properly closed; but as it is not practicable to put a lock on 
the signal for every switch which the signal may be used to 
govern, dependence must be placed upon the switch being closed 
properly when the lever is pulled over. 

No definite distance can be laid down beyond which it would 
be unsafe to go, as the number of cranks and any curves which 
may be in the pipe line will materially affect the amount of 
spring and lost motion in the connections. Then, again, tbe 
number of movements that are placed on a lever will also make 
a difference in the chances of failure, owing to the greater power 
required to work the switches. 

My experience has been that a switch-and-lock movement 
for distances up to 500 feet is a safe and easy method of working 
a switch, but beyond that I would advise a facing-point lock, 
although the latter cannot be said to be a perfectly safe arraage- 
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ment. Instances can be named where serious wrecks have 
occurred from a failure of a facing-point lock, owing to a break 
in the switch connection allowing the lever to be reversed with- 
out closing the switch, the plunger entering the same hole in 
the lock bar when its lever was reversed, and locking the switch 
in the same or open position. On the Pennsylvania a staggered 
lock is being tried to prevent an accident of this kind happening, 
the staggered lock being made with two lock bars and two 
plungers of different shapes, which fit in different- shaped holes 
cut in the bars; so that unless the switch has been moved, the 
plunger cannot enter the liole in the lock bar and the lever cannot 
be reversed, and so the signal cannot be cleared. 

More than two switch-and-lock movements should not be put 
on one lever, as the power required to work them would be more 
than it is safe to put upon a pipe line. While it may work well for a 
time, the wear upon the parts would be so great that very soon 
there would not be throw enough at the movement to cause the 
plunger to enter the hole in the lock bar and lock the switch. 
Again, the power required to work three movements is often more 
than one man is able to exert, and by getting another man to help 
pull over the lever there is great danger of doubling up the pipe 
should anything prevent one of the movements from closing, the 
lever being reversed while the switches would be open. More 
especially is this likely to happen in winter, when the cranks, the 
movements and the switch points are apt to be clogged with 
snow and ice. 

A very important part of the apparatus that is designed to 
work in connection with a switch-and-lock movement or a facing- 
point lock, and which, as yet, has not been spoken of, is a detector 
bar or slide, which prevents any movement of a switch or lock 
being made so long as any wheel of a train may be on the bar. 
The necessity of providing some such arrangement as this is ap- 
parent, as without it, it would be possible for a signalman to throw 
a switch under a moving train — not that he may do so intention- 
ally, but to prevent his pulling the lever by mistake, thinking, 
perhaps, that the train had cleared the switch. 

The construction of a detector bar is shown in Fig. ii, and 
ttie arrangement by which connection is made to the crank that 
moves the switch can be seen in Fig. g. A is the bar which is 
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held against the side of the rail by the link K, the link being 
pivoted on a casting C or fulcrum point called a clip, which is 
fastened to the rail as shown. Lugs B are provided on the clip, 
which limit the movement of the bar and prevent it from ever 
being allowed to get too much out of adjustment. 

When an attempt is made to throw the switch, the first move- 
ment of the crank moves the connecting or driving rod of the 
detector bar and causes the bar to move through the arc of a 
circle, with the pin of the clip as a center and the hnk as a radius. 
This brings the bar to the top of the rail, raising it to about one 
inch above when the bar is in the center, or has been moved 
tlirough one-half of its stroke. If a wheel was on the rail at the 
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time the attempt was made to change the switch, the bar would be 
raised, striking against the outer edge of the tread of the wheel, 
which projects about an inch over the side of the rail, and no 
movement of the switch and lock movement could be made, and 
therefore the switch could not be changed. As the bars are made 
45 feet long, and are placed along-side or ahead of the switch, so 
that the wheels slioidd first pass over the bar before getting to the 
switch, it is impossible to change the switch under any part of 
the train, as this length is greater than the distance between any 
two pairs of wheels of any car or engine, or of any two cars that 
may be coupled together. 

The general arrangement of a switch-and-lock movement and 
the connection to the detector bar are shown in Fig. 12, the photo- 



graph helping to make the drawing more easily understood. 
When a facing-point lock is used, in place of a switch-and-lock 
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movement, the detector bar is connected to the lever that works 
the lock, to make it impossible to unlock the switch while a 
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train is passing over it. If there is no room m which the bar 
may be placed ahead of the switch^ it is usual to use two bars, 
one on each outer rail, thereby insuring that it will be impossible 
to change the switch under a train when either track is in use. 
As the detector bar makes it impossible to change the switch so 
long as a pair of wheels are on the rails over the bar, it is necessary 
for an engineer to run by the switch sufficiently to clear the bar, 
if he wishes the switch to be changed before going in the opposite 
direction. To have to do this seems to trainmen a useless pre- 
caution, and they often blame the signalman for making them nm 
further than is apparently necessary, whereas the man is power- 
less to make any change until the bar is cleared. Trainmen 
should never stop their trains with any of the wheels over 
the bar, for if they do so, they have not cleared the interlocking, 
and until they do so clear it the switches cannot be changed or a 
route set for any other train. 



CHAPTER Xn. 



DETAILS OF CONSTRUCTION. 



There are many points regarding the form and particular 
arrangement of the several parts used in working the switches 
and signals at an interlocking plant, all of which are of great 
interest to signal engineers, or to those whose duties require 
them to keep such parts in repair, but to the average railroad 
man, who perhaps will never have occasion to use any knowl- 
edge that he may have gained relative to the "details of con- 
struction," a discussion of these questions cannot be expected 
to be so interesting or as useful. 

With those, however, who are daily required to read and act 
upon the indications of the signals, a knowledge of the con- 
struction will help them to put greater faith in the indications 
and to better understand the precautions taken to insure that 
a signal will not give a wrong indication. 

The construction of the different machines and the method 
of moving and locking a switch having been explained, 
the parts next to be considered are those used in making 
the connections, or the means whereby the motion of the 
levers is transmitted to the switches and signals. Those for 
the switches and locks are made of i-inch iron pipe, while 
for connections to signals they are generally made of No. g 
galvanized steel wire. Pipe is used, as giving for its weight and 
section the greatest stiffness, this quality being of the first im- 
portance from the fact that but a single connection is used be- 
tween the lever and a switch, the power being applied as a pull 
for motion in one direction and a push in the other. If the pipe 
was used in tension only, but few supports would be needed, 
but to transmit any force hy compression, it must be kept in a 
straight line, and to do this it must be firmly supported at short 
and regular intervals. These supports are called "pipe carriers," 
and are made of several different patterns, those of the anti- 



friction type being the best and ihe ones now used in all new 
work. They arc made as may be seen in Fig. i, so as to allow 
the wheel which carries the pipe to roll on a center pin in a slot 
cast in the frame, all friction being done away with when the 
pipe is moved, e.xcept that due to rolling, which is very small. 
There being no rubbing friction, no oil is required with this 
style of carrier, and it is possible to box them in, no covers being 
needed. 

The tendency of the pipe being to bend in any direction 




Anti-Friction Pipe Carrihk. 

when power is applied, a small roller is fixed in the top part of 
the frame of the carrier, to hold the pipe in the groove in the 
lower wheel. As the lower wheel has to carry the weight of 
the pipe, the bearing seldom comes against the upper wheel, 
so that the laltcr is usually made in the form of a sleeve slipped 
over a bolt, which answers tor a shaft upon which it may turn. 
With the Evans carrier {seen in Fig. 2), the bearings of this 
upper wheel are also made anti-frictional. a rod being slipped 
through the top part of the frame to tie the several parts together, 
which, in this pattern, have to be made in separate pieces, to 
allow the wheels to be put in tiieir proper places. The carrier, 
for this reason, is somewhat more troublesome to put in, two 
lag screws being needed for each section of the frame, and it is 



also more troublesome to work with, owing to the difficulty of 
removing any of the wheels, as is so often desirable in repairing 
or putting in any new parts, while the advantages gained by 
using the anti-friction roller on top seem to be very slight. 

Pipe carriers are usually spaced 8 feet apart and are fastened 
to foundations which are buried in the ground. On some roads 
this distance is reduced to 7 feet, but for ordinary straight work 
there does not seem to be any need of going to the extra expense 
involved in putting them closer together. For 500 feet of pipe 
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line, the spring of the pipe under a load of two switch- an d-lock 
movements will be nearly one inch, or for 9 inches travel at the 
lever there will be but 8 inches at the movement. This spring 
has to be provided for in putting in the work, by making one of 
the crank arms at the movement longer than the other, so that the 
8J inches of travel required for the full stroke o£ the movement 
will be obtained. In running the pipe lines, they should always 
be made as straight as possible, and never curved it it can be 
avoided. Where this has been done, owing to curves in the track, 
the carriers should be put closer together, to prevent the pipe 
from springing or bending when the load is put upon it. 

In curving out to run around a side track, when the angle is 
not sharp enough to require the ordinary form of crank, radial 
or ordinary cranks should be used, as shown in Fig. 3, the pipe all 
being run in straight lines. In joining the several lengths of pipe 



■ line, they are screwed together with an ordi 
screw coupling such as is furnished with the pipe, an iron plug 
about 4 inches long, having holes for rivets drilled in each end. 
heing put inside and riveted to each pipe, as shown in P'ig. 4. 
Riveting the pipe in this way takes a great deal of the strain 
from the threads, and will even hold the pipe together should the 
threads work loose. Jaws for making the connections to cranks 
or switch -and- lock movements are fastened to the pipe by an 
ordinary coupling, the threaded end being turned down to go 
inside the pipe and be riveted to it in the same manner as a plug. 




As this method is patented and controlled by one of the signal 
companies, other ways of accomplishing the same end are to be 
found in use, but none that are on the market at the present time 
can be said to be satisfactory, except to weld the pipe to the solid 
end of the jaw. 

The connection between the lever and the switch being prac- 
tically a solid connection, expansion and contraction have to be 
[Tovided for to keep it of the same length, or else the movement 
might not be completed when the lever was reversed. The sim- 
plest way of doing this is to put a rocker in the middle of the pipe 
line, so that the motion or direction of travel in one half will be 
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in the opposite direction front what it is in the other. When one 
half of the pipe Hne expanded with an increase of temperature, 
the other would have expanded the same, the rocker being turned 
on its center to a new position, while the total length of the con- 
nection from the lever to the movement would not be changed. 

Putting a rocker in the pipe line to reverse the motion is a 
very awkward and expensive arrangement, on account of the 
space required and the difficulty of running the pipe where there 
are more than two lines to be compensated. 
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A device that accomplishes all that is required in this direc- 
tion — and in a very neat way, too — is shown in Fig. 5, it being 
what is known as a "lazy jack" or compensator. As will be seen, 
it is made by arranging two cranks with a short connecting rod 
between them, on a base casting, one of the cranks being of a 
very obtuse angle and practicallv a rocker, and the other of a 
very acute angle, to change the direction of the thrust of the pipe 
line and make it as near a right angle as possible. In this way 
the pipe is continued in a straight line, while its motion is reversed 
and expansion and contraction provided for. But owing to the 




MKW nt which Ihc two cranks are set with each other, the throw 
I rSPV travel of Ihe pipe hne in limited, the cranks, if turned too far, 
' 'ftttintf Uf) near the dead center when it would not be possible 
to mtive them either way. I-'or this reason one compensator is 
iiminlly provided for every 500 feet of pipe, although distances 
(if 7fjo feel arc not uncommon. For distances less than 100 feet 
no conipenitator is needed. 

Where tht- pii»e line is under 500 feet in length, the com- 
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It it should be necessary to place two cranks quite close to- 
gether in any pipe line, they may be connected up so as to 
reverse the motion, and thus take the place of a compensator. To 
arrange them in this way will be found very convenient in running 
pipe lines around side tracks that have been put in after a plant 
is in operation, and when it is desired, on account of the c 
nections to the switches, to keep tliem in the same relative posi- 
tion with reference to the track. This arrangement is clearly 
shown in Fig. 6, where the cranks are arranged to compensate 




and the lines outside of the side track are brought luider and ex^ 
tend on parallel with the main line in the same numerical order. 
The foundations for the cranks, compensators and other parts 
of the apparatus subjected to very heavy strain are made of heavy 
oak lumber, dovetailed and braced, the whole being buried in the 
ground to the proper depth, tamped and finally concreted, this 
being made of one part cement to two of sand and three parts of 
crushed stone, such as will go through a 2-inch mesh. The con- 
crete should be put in at least 12 inches deep, and for 12 inches 
around each side of the foundation. The cement used should 
be of the best quality, on account of the strains that are put upon 
the foundation, and while it is not necessary to go to the expense 
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of getting the imported article, none but the best of domestic 
manufacture should be used. 

At the present day the standard practice of connecting the home 
signal with the lever in the tower is to use two lines of wire, bolt 
locks, to prevent the signals being cleared unless the switch is 
closed, being connected to the down-pull wire, or the one that 
pulls the signal to clear. On several roads, however, a decided 
step in advance has been taken by making this connection of pipe 
instead of wire, thereby doing away with the necessity of constant 
adjustment, and the possibility of giving a wrong signal from this 
cause or from the breakage of a wire. 

That the consequences would be serious were a wrong indi- 
cation to be given by the home signal, no one will doubt, and 
while the cost of making the connection of pipe is considerably 
more than where two lines of wire are used, the additional safety 
secured in the operation of the plant most certainly warrants 
its use. 

When the home signals are wire-connected, a bolt lock should 
be put in the connection to the distant signal as well as to the 
home signal. This is to make it impossible to clear the distant 
signal, as well as the home signal, unless the switch or derail has 
been properly closed, for if a bolt lock is not used, there is nothing 
to prevent the signals being cleared if the wire to the home signal 
should break between the bolt lock and the lever, the operator 
being then able to reverse the home-signal lever and pull over the 
lever of the distant signal. Should the wires to the home signal 
be caught, or should the derail not be closed and the bolt lock 
hold the wire, it is possible, from the spring in the wire, for an 
operator to reverse the home-signal lever and then give a clear 
distant signal when the home signal had not been cleared. 

Connecting the home signal with pipe admits of the use of a 
strong and well-designed selector, and one that will act as a bolt 
lock as well as a selector. This selector is shown in Fig. 7, and, 
as will be seen, consists of tvvo slide bars working in grooves in a 
cast base piece, and which are connected to the two signals to be 
operated, a third slide being provided which is connected to the 
signal lever, and so arranged by means of a crossbar that it may 
be made to slide in either of the grooves occupied by the other 
two bars, and, by shoving them out, clear the signals to which 



they are connected. The crossbar usuahy is connected to the 
lock bar of the switch, t!ie operating shde being brought behind 
the shde which will clear the proper signal, to govern the switch 
the way it is set. Where not convenient to connect the selector 
directly to the lock bar of the switch, the crossbar may be worked 
by a motion plate operated by the pipe line working the switch, 
or else a direct connection, consisting of a crank and short con- 
nection, may be used. When the crossbar is attached directly 
to the lock rod, the selector is made to act as a bolt lock, for, as 
the operating slide works in a notch cnl in the crossbar when 
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the slide has been pushed ahead to clear the signal, the crossbar 
will be locked, and with it the switch. 

Where the connections are of wire there are several different 
forms of selectors that may be used, the design of each being 
made upon the same general plan. The connections being of 
wire, the signals must all be cleared by a pull instead of a push, 
each signal being connected to a long hook which can be caught 
by a sliding plate connected to the lever in the tower, and drawn 
back when the lever is reversed, instead of being pushed forward, 
as is the case with the pipe-connected selector. 

Differences in design are found in the several devices, whereby 
the movement of the pipe lines to operate the switch is anto- 
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matically made to select the hook connected to the proper sig^nal^. 
Of these the one in most common use is where selection is made 
by means of a driving bar carrying dogs, which are set to throw 
every hook out of engagment with the sliding plate except the 
one to be operated, the driving bar being driven by means of a 
motion plate worked by the pipe line connected to the switch. 
Another way, and one that is more certain in its action, is to- 
make the switch connection turn a shaft by means of an escape- 
ment crank, cam lugs on the shaft being provided to raise all but 
the proper hook to be operated. 

With all of these forms of selectors, dependence is placed for 
their proper operation upon the assumption that the proper hook 
will drop and be caught by the sliding plate when the dogs or 
cams are set by the movement of the switch connection, and that 
the adjustment of the wire will be such as to bring the point of 
the hook in the proper position to be caught. As the adjustment 
of the hooks is often bad, owing to changes in the length of the 
wire — and they can easily be prevented, by snow, ice, dirt, or by 
a poor adjustment of the dogs on the driving bar, from beings 
caught — it will be seen that the arrangement is not a very good 
one. To be relied upon, it should be positive in its action, and 
this can only be obtained by using pipe connections instead of 
wire. 

A device that is sometimes used in place of a derailing switch 
at short sidings, or where it is desirable to allow cars to stand a^ 
near the main line as safety will permit, is shown in Fig. 8, and is- 
known as a ''scotch block." It is connected to a lever in the ma- 
chine, so that it can be raised on top of the rail in the position 
shown when it is desired to block the line, or else lowered out of 
the way when the track is to be used. As may be supposed, it 
answers the purpose very well, derailing any car or engine that 
attempts to pass it. but as in so doing it is apt to cause some 
damage to the trucks or brake gear, the device should not be 
used, unless there are very good reasons for not putting in the 
ordinary form of derail. 

In the design of the tower, simplicity and cheapness, as well 
as adaptability for the purpose for which it is constructed, are the 
principal points to which attention may be called. 

As will be seen by Fig. g, the tower is made two stories in 
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is very much increased at the end o( the crank, the travel of the 
pipe line being reduced by just that amount, it will be seen that 
this arrangement is not as good as when the arms are welded on, 
for, owing to the levers being interlocked, all lost motion in the 
connection is to be avoided. 

By a judicious use of ordinary and box cranks, many lead- 
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outs put in with rocker shafts could have been put in much more 
cheaply and yet with practically the same results. A box crank is 
shown in Fig. ii, and consists of an arrangement whereby any 
number of cranks are made to work on a single base, and make 
it possible to turn at a right angle, and in a very small apace, a 
large number of pipe lines. 

Towers should always be made somewhat larger than is neces- 




sary to hold the machine to be used, to allow for possible additions 
to the plant, the expense of so doing being very little in compari- 
son with what it will cost to enlarge one already built. 

One very prominent road btiilds its smallest towers large 
enough to take a Z4-Ie\'er machine, thereby providing for the 
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future and also give ample room in which to get at all the parts. 
For towers that have to be located in places where there is but 
little room — between tracks, for instance— or where, as with the 
new electric street railway interlocking in cities, the tower has to 
be put upon the sidewalk, some form of iron framework has to be 
used, as shown in Fig. 12, the pipe connections being boxed in 
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(Fig. 13) to prevent anyone except the proper persons from get- 
ting at or tampering with them. 

The location of the tower is an important point and should 
be carefully considered before a decision regarding it is made. 
In a general way it may be said that it should be placed at some 
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central point, where the best view of the tracks is to be had, this 
point being almost always 011 the outside of the curve. If there 
is but little choice in this respect, the tower should be located 
where the straightest, and therefore the simplest, connections can 
be made to the switches and signals. 

Among recent additions and improvements to the tower may 



be mentioned a ladder, to allow of easy access to the roof in tase 
of fire, as is shown in Fig. 9, and the casing surrounding the stove, 
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shown In Fig. 14, which has proved itself to be just what was 
wanted, as nearly all the heat is carried to the operating room, 
which is kept warm, while no coal is wasted heating the lower one. 



It is cnstomary in climates where there is much snow or ice 
in winter to box the pipe hnes, as well as the switch-and-lock 
movements, to prevent their being clogged by ice forming on the 
pipe and carriers. The boxing should be made of 2-inch material, 
the side pieces being 16 feet long, to bring the joints over the pipe- 
carrier foundations. Where the wire lines to the distant signals 
are run in cities, or in yards where people are likely to be tripped 
up by them, they also should be boxed. This boxing should also 
be made of 2-iiich material, pieces 6 inches wide being used for 
the sides and 8 inches for the top. This is not the usual prac- 
tice, i-inch stuff being most generally used; but as the 2-inch will 
outlast the other almost double and will need but little attention 
or repairs, there can be no question but that it is true economy 
to use it. 

In the Operation of an interlocking plant, a safety device 
known as "electric locking" of the levers is now being introduced 
more than ever before, as the advantages to be had by its use are 
becoming more generally known. With it the levers of the ma- 
chine are electrically locked, so that the operator, after once clear- 
ing the signal for a train to proceed, is unable to move the levers 
controlling the derails and switches until the train has cleared the 
hmits of the interlocking. The lock itself is a very simple con- 
trivance, consisting of an electro magnet, supported on a suitable 
frame and bolted to the locking brackets of the interlocking ma- 
chine, as shown in Fig. 15, so that the armature when down will 
engage with a lug on the locking bar and prevent it from moving, 
and when raised by the attraction of the magnet will leave the bar 
free. A heavy casing is provided to inclose the magnet, so that 
when locked by the padlock provided for the purpose, the operator 
will be prevented from getting at the armature and releasing the 
lever before the train has cleared the interlocking. 

To drop the locks and lock up the machine, a circuit breaker 
is attached to all the signal levers, so that whenever a signal is 
cleared, the circuit through the lock is broken, de-energizing the 
magnets and dropping the annatures. To prevent the circuit 
from being restored when the signal is returned to the normal 
position, which should be done by the time that the last car of a 
train has passed it, a track circuit is made use of to energize a 
relay, the armature of which, when down, breaks the circuit 
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as the circuit breaker on 



through the locks in the sa: 
the signal lever. 

The circuits made use of, and the manner of connecting them 
up, are shown in Fig. i6., T being the track circuit through the 
rails and energizing the magnet E: F. the locking circuit through 




Electric I,ocks for Interlocking Machi 

the locks L, the circuit breakers B, the contact points D of the 
track relay E, the magnet M and tlie contact points P of that 
magnet; R, the releasing circuits energizing the magnets N, the 
armatures of which make a back contact when the magnets are 
de-energized, and complete the circuit F through the magnet ^f 
(but not through the locks), if the track-circuit relay is energized 
and the circuit breakers closed. The operation of these locks. 
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and the effect on the circuits when a train passes through the in- 
terlocking, is as follows: The locks being normally held up, the 
switches are set and signals cleared for the train to proceed. 
Clearing any of the signals breaks the circuit F at the point B, 
dropping the locks and locking the derail lever reversed, so 
that it cannot be changed, at the same time dropping the armature 
of the magnet M, breaking the circuit at the point P, and prevent- 
ing the locks from being raised when the signal is returned to the 
normal position. When the train passes on to the track circuit, 
it de-energizes the magnet, breaking the circuit F at the point 
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D, so that the circuit cannot be restored and the locks lifted, if all 
the wheels of the train have not passed out of the interlocking. 
When the train reaches the releasing section, the magnet N 
is de-energized, the armature falling and completing the circuit 
F through the magnet M as soon as the circuit is restored at the 
point D and circuit breakers X. Energizing the magnet M raises 
the arniatiire and completes the circuit through the point P, so 
that when the train passes off the releasing section, although the 
circuit F is broken at the contact point of the magnet A^, it is 
maintained through the contact point P. The locks, however, are 
not raised until the circuit is broken at the magnet ,V, for although 
the circuit was completed through the locks and the point P 
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when the magnet AI was energized, it was also complete through 
the contact points of the magnet A'^, and as there is less resistance 
through these than through the locks, most of the current would 
flow that wav, and the locks would not be raised until the con- 
tact at that point was broken. 

If the signals have not been restored to danger before the 
train pases off the releasing section, the circuit F will not be com- 
pleted through the magnet M and the machine will remain locked 
up. 

An arrangement of circuits applicable to a simple crossing, in 
which the locking circuit is done away with, is shown in Fig. 17. 
With this arrangement the track circuit inside the derails is made 
the releasing section and no locking circuit is used, the action 
being the same as in the previous arrangement, with the magnet 
E left out. The cost of putting on this arrangement, complete, 
is not more than $150, and if proper care be used in the installa- 
tion, it will cost but little to maintain and will seldom get out 
of order. 

In case of accidents, or a failure of the circuits to release the 
locks, a switch is provided by which the operator can close and 
release the locks, by breaking a glass inserted in the cover of the 
box in which the switch is placed. Inclosing the switch in this 
way is done to put a check upon the operator, to prevent him from 
throwing the locking out of service without good and sufficient 
reasons. 

The circuits here shown are the simplest and best for 
this purpose that have ever been designed, and have given 
most excellent results since they were put in service. They 
are much superior to the mechanical or interlocked relays that 
are used by the signal companies, as the action is positive, 
there being no trouble with sticking of the armatures, as with 
the latter, nor is it possible for the operator at any time to 
release the locks by jarring the relays. 

The advantages to be derived from locking the levers in 
this way are: That the operator must return the signal to danger 
after the passage of every train, before it leaves the limit of 
the interlocking, thus compelling him to keep the signals at 
f]pr-nrer and not clear any one of them until on the approach of a 
train; that as long as any part of a train is within the interlocking, 
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no change can be made in any of the switches that would lead 
to a collision or derailment — an advantage that is very great, 
considering the number of times that switches are run through 
by operators throwing the switch in front of a train, thinking 
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that it has passed out of the interlocking; that having once 
cleared the signal for a train, it is impossible for the operator 
to open the derail or change switches so as to cause a derail- 
ment, although he is perfectly tree to return the signal to danger 
at any time. 
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That this latter is a very desirable feature, is shown by the 
large number of accidents that have happened by operators 
taking away the signals from one train and giving them to 
another, the train from which the signals were taken being 
derailed, owing to their having approached the crossing ex- 
pecting to be allowed to proceed. One instance can be named 
where the operator cleared the signal for an approaching freight 
and then went to sleep. Hearing the whistle of a train on the 
other road, and forgetting that he had just cleared the signals for 
a freight, he changed the levers, opening the derails just in front 
of the engine. The engineer of the freight having observed the 
signal at clear, was approaching the crossing at a fair rate of 
speed, which, as the train was a heavy one, was sufficient to 
shove the engine and four cars completely over the crossing, 
entirely blocking it. Had the train for which the signals had 
been changed not been a passenger, and a light one at that, a 
collision would have happened, it having come to a stop within 
a car length only of the other train. 

Then, again, with the electrical locking, there can be no ques- 
tion as to which train the signal had been given, and the claim 
so often made by engineers when they get into trouble, that the 
signals were taken away from them, will not hold with a plant 
so equipped. To those who fail to see the advantage of this 
and the great help that it gives in enforcing discipline, I would 
refer them to the superintendents who are able to send their 
engineers to plants so equipped, with the request that they come 
back and tell them if they were able to change the signals and 
switches, as they claim was done to them, and that if they could 
do so they would be given full pay for the time they were off. 
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Many attempts have been and are now being made to 
operate the switches and signals of an interlocking plant by some 
power other than that of a human being, invention having passed 
successively from the first pneumatic machine put in service in 
1876, to a hydraulic machine used in 1880, to a combination of 
these or a hydro-pneumatic machine in 1884 and to the electro- 
pneumatic in 1891. Of these, the electro- pneumatic is the only 
one that can be considered a success, the few plants in this 
country that are now operated by means of air, water or elec- 
tricity having as yet not been in service long enough to demon- 
strate that they are anything more than an experiment. 

As tlie several inventions along the lines named have been 
made principally by Mr. Geo. Westinghouse, Jr., the system that 
is in use to-day is one that bears his name. With the electro- 
pneumatic system the power to move a switch or clear a signal 
is obtained by the use of compressed air, the action of this power 
being controlled by a valve worked by an electro- mag net, the 
electric current to energize the magnet being in turn controlled 
by an interlocking machine having switches b_y which the circuits 
through the several electro-magnets can be completed. 

As the connections to the switch and the signal instruments 
are of pipe for carrying the co7npressed air, and insulated wire 
for conducting the electric current, there is no complication of 
parts, as with a mechanical plant, the only apparatus used outside 
of the tower being such as is required at the switch or signal. 
For the same reason there is no limit to the distance that the 
different movements can be placed from the tower, other than 
what it would be safe for a man in the tower to operate. A 



description of the valve and cylinder for operating a semaphore 
signal has already been given in the article on ** Automatic 
Electric Block Signals/' that appeared in the l^lay issue of 
"Locomotive Engineering,^ the same arrangement bein^ used 
for an interlocking plant 

To briefly describe the action of the \'alve: When the lever 
of the interlocking machine which works the electric switch is 
turned, the circuit through the magnet of the signal instrument 
is closed, energizing the magnet, causing it to attract the arma- 
ture and open the valve admitting air to the cylinder, at the same 
time closing the exhaust passage by which the compressed air 
is permitted to escape. As soon as the compressed air is ad- 
mitted to the cylinder, the piston is forced through the length 
of its stroke, the movement being transmitted by means of a 
balance lever and connecting rod to the signal, which is mcyved 
to the position indicating safety. When the operating lever b 
returned to its normal position, and the circuit broken, the magnet 
loses its power, allowing the valve to be pressed up by the force 
of a spring, the passage by which air is admitted to the cyHnder 
being closed and the one releasing the air being opened, the 
piston in consequence being pressed up and the signal returned 
to danger by the force of gravity. 

The arrangement used for operating a switch is shown in 
Fig. I, and consists of the switch-and-lock movement used with 
a mechanical plant and a cylinder, the piston of which is made 
to work the movement the same as if it were connected to the 
lever of an interlocking machine. The connections to the switch 
points, the lock bar and the detector bar being made in the 
same way as with a mechanically operated plant, the same cer- 
tainty of action and protection is afforded as if it were operated 
by mechanical connections instead of by compressed air. 

The construction of the valve and cylinder by which the 
necessary movement of the piston is obtained, is shown in Fig. 
2. The valve used is of the ordinary slide-valve pattern, passages 
to the cylinder and to the exhaust being arranged in the same 
way as on a locomotive. To work the valve, two small pistons 
are fastened to each end of a yoke, which is made to fit over the 
valve, the small cylinders in which these pistons work being 
known as valve cylinders. Admission of air to the valve cylinder 
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to move the piston, and with it the valve, is controlled by a 
magnet of the same construction as the signal magnet, air heing' 
admitted behind the piston when the magnet is energized by 
the electric current sent out from the interlocking machine. 

As a check upon the performance of the admission valve, 
a lock pin is provided which fits in a socket in the back of 
the valve and locks it in either of the two positions it should 
occupy. This locking pin is riveted to a piston which is held 
down hv means of a coiled spring placed on the opposite side 
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from the valve. To lift the lock pin and release the valve so that 
it can be moved, a magnet is provided, the armature of which, 
when attracted, is made to open an exhaust passage to the atmos- 
phere and allow the air on top of the lock piston to escape. 
The pressure of the air on the other side of the piston over- 
comes the pressure of the spring, raising the piston and with it 
the lock pin, thus leaving the valve free to be moved. When 
the current through the lock magnet ceases, the armature is 
released, closing the exhaust passage and allowing air to ac- 
cumulate on that side of the piston, once, more restoring the 
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eqiiilibriuiii. when the pressure of the spring will force the piston 
back to its normal position and lock the valve. 

The operation of the valve admitting air to the cylinder, by 
which motion is imparted to the piston in tlie cylinder and the 
switch-ami -lock movement worked, is as follows, the lever of 
the interlocking machine being in the normal posilioa with the 
circuit closed through one of the val\e magnets: With the first 
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cylinder. This forces the valve piston, and with it the valve, to 
the other position in which air is admitted to one end of the 
cyHnder and opened to the exhaust at the other, the compressed 
air forcing the piston throngh the cyhnder and performing the 
movements desired. 

When the movement of the lever is completed, the circuit 
through the lock magnet is broken and the magnet de-energized: 
the armature, being released, closes the exhaust passage, al- 
lowing the coiled spring to force the piston back, seating the 
pin upon the other side of the valve and locking it, until the 
whole process is repeated in the other direction. In this way 
the valve is locked open, to one end of the cylinder or the other, 
at all times, the pressure being kept upon the piston to prevent 
any accidental movement of the switch. 

The construction of the interlocking machine is very 
different from that of the machines used in operating a me- 
chanical plant, as the levers, instead of transmitting the mechan- 
ical force necessary to work the different parts, have only to 
change the several electric switches controlling the movement 
that it is desired to make. The general appearance of the ma- 
chine is shown in Fig. 3, the upper row of levers, called the 
switch levers, being used to make and break the circuits that 
connect the main battery with the switch valves, the lower levers 
being called signal levers, as they are used to make and break 
the circuits to the signal valves. Each of these levers is attached 
to a shaft carrying a rubber roller, on which are fastened small 
brass strips with which the connections are made between the 
two springs bearing against the roller, when the roller is turned 
to the proper position, the circuit between the two springs — 
which are the two poles of the circuit— being thus completed. 
By arranging these strips so that the several circuits are com- 
pleted in the proper order, the movement desired is made by 
merely turning the lever. So also, if all the levers are not in 
the proper position to safely perform the movement, contacts 
would not be made on the roller of the lever improperly set and 
no current would be sent out from the machine, the levers being 
thus electrically interlocked. 

To prevent the levers controlling conflicting routes from 
being reversed (if such it may be called) at the same time, 
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locking bars driven by mitre gears on the shaft are arranged, by 
which it is made impossible to turn the levers that clear any two 
routes that may lead to a collision. The locking is of the im- 
proved Saxby & I-'armer type, arranged in a manner similar to 
that shown with the mechanical machine. 

As a still further check, there is placed at each signal and 
switch movement a circuit breaker, from which wires are run to 
magnets placed on the machine, the armatures of which are 
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made to operate latches controlling the levers, so as to delay 
the completion of the movement until after the signal or switch 
has completed its movement, the object of this being to prevent 
any other lever from being moved iintil the switch or signal 
that is being operated has completed its movement; for until 
the lever has been moved to its extreme position, the locking 
will not permit any other lever to be moved. The electric switch 
by which the indication is sent to the machine, that the move- 
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ment of the switch lias been completed, is to be seen placed on 
top of the switch-and-lock movement, a photograph showing- 
its construction being shown in Fig. 4. 

It is thus seen that a double check is had upon all the move- 
ments of the levers, and that the possibility of a mistake being 
made by an ignorant or careless operator is well guarded against. 
And, to quote from a recent technical paper, "the sequence of 
movements, by virtue of which a clear signal cannot be given 
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■■' Indication Switch Box. 

until the route has been prepared for it by setting the switches 
in their proper position, is absolutely secured by the order in 
which the several electrical circuits are closed." 

With this system, owing to the amount of work the magnet 
has to perform, the current has to be of a comparatively high 
voltage, and as the current is used at all times, whether a move- 
ment is being made or not, it has been found necessary, or 
rather more economical, to generate the electricity by means 
of a dynamo, more especially as a power plant has to be pro- 
vided to furnish the compressed air. It is also customary to 
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use storage batteries, keeping them charged, so that in case of 
a shut-clown of the dvnanio, the batteries will furnish the current 
to operate the plant. At small plants where the current is 
generated simply for the interlocking, it is usual to run the 
dynamo only during the day — the storage batteries that were 
charged when the dynamo was nmning, furnishing the necessary 
current at night. 

In the operation of an electro-pneumatic plant, the facility 
with which the different movements are made reduces, to a 
great extent, the number of men required to do the work. 
While in most cases one man is required to move the levers, 
another as a train director, and other men have to be em- 
ployed to run the engine, the number required at a mechanical 
plant having one hundred or more levers, is so large that the 
cost of operation of the electro-pneumatic is not any greater 
and, in many cases, is much less. More especially is this the 
case where, as at terminals, a plant for generating electricity 
has been put in for other purposes, the only expense then being 
the cost of the additional power expended to provide the current 
used to work the plant and for furnishing compressed air. 

Owing to there being no mechanical connections from the 
machine in the tower to each of the different movements, this 
system lends itself most readily to all applications where there 
are many and complicated sets of switches, sharp curves, or to 
places where it would be almost impossible to operate a me- 
chanically connected plant. The connections from the tower 
being of wire only, the tower can always be placed in the most 
advantageous position for controlling the movemeiits of trains, 
the arrangement shown in Fig. 5 being a good example of what 
it is possible to accomplish in this direction. 

At locations such as are found at large terminals or freight 
yards, where the number of movements to be made is large 
and the number of switches and signals to be worked is very 
great, the dispatch and safety with which every movement can 
be made warrants the use of such a system, even if the first 
cost is greater. At all such locations it is usual to equip the 
tower with such electrical devices as will aid the train director 
in his work, enabling him to keep himself informed as to the 
movements of trains, tlie condition of the tracks and the position 



of the signals. The view shown in Fig. 6 well illustrates this, 
being a photograph of the instruments in a tower on the 
Pennsylvania road, and kindly furnished by the Union Switch 
& Signal Co. 

The several instruments shown comprise train describers, 
by which information is signaled as to what train is coming; 




disk and semaphore indicators to inform the operator when a 
track is occupied; drop annunciators to give information regard- 
ing the starting of trains on certain tracks; telegraph instru- 
ments, telephones and electric bells. In addition to these a 
miniature model of the tracks operated is provided as a part 
of each interlocking machine, the switches being movable and 
mechanically connected to the levers, so that the model will 
accurately represent the position of the switches on the ground. 
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This is a great help in the operation of the machine, as t^^ 
operator can see at a glance the position of all the switches, and 
not have to look at each lever to see what position it is in. 

Incandescent electric lamps can also be used with great 
=inccess. instead of oil. at an electro-pneumatic plant; for while 
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the cost will he about the same, the service will be very much 
better. 

The cost of an electro-pneumatic plant for small installations 
is greatly in excess of one mechanicall>- connected, but when 
the number of levers is large, or the tracks very complicated, 
the cost will, at most, be the same— and may be somewhat less. 
As there is hardly anv limit to the number of movements that 


P 



'231 

^STtipon a single lever, a very much smaller machine 
can be used, the cost in consequence being very much reduced. 

As an instance of this kind, at tlic Stewart avenue plant, 
Chicago, there are but 48 working levers in the machine, oc- 
cupying a space 5 x 24 feet, to work 84 signals, 37 switches, 
22 double slips and 22 movable frogs; while with a mechanical 
machine, according to American practice, 187 working levers, 
occupying a space 14x77 feet^and to English practice, 243 
levers, occupying a space 17x93 feet — would be required. 

If the plant has been properly installed, the repairs will be 
no greater than with a mechanical plant and it will be much 
easier to keep in working order. In winter, trouble will be 
experienced from freezing up of tlie valves and pipes, unless 
proper precautions are taken to get rid of the water of con- 
densation formed in compressing the air. The contacts at the 
different movements must also be kept tree from snow and ice, 
or else a contact will not be made, and it will not be possible 
to entirely reverse the lever. 

An interlocking device which has come into use in the last 
two years, for the protection of a crossing of an electric road 
with a steam or with another electric road, and which promises, 
with the rapid increase in the use of electricity for street railroads, 
and their extension consequent upon the same, to be quite ex- 
tensively introduced, has been patented by Mr. George Gibbs, 
Mechanical Engineer of the Chicago, Milwaukee & St Paul 
Railway, 

At any street crossing, when a change is made to electricity 
as a motive power, the danger of using the crossing is verv 
much enhanced, owing to the increased speed with which the 
the cars approach the crossing, their great weight and con- 
sequent inertia, and the liability of failure of their source of 
power, due to a shut-down at the power house, blowing out of 
fuses, or jumping off of the trolley wheel when the car is on 
the crossing. "There seems to be no good reason," to use the 
words of Mr. Charles Hansel, C. E., "why the statute of the 
State of Illinois, which requires all new crossings of steam rail- 
roads at the same level to be protected by a suitable system of 
signals, derails, etc., should not include the crossings at grade 
of all railroads or railways which carry human freight, for it 
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cannot be regarded as unreasonable that street railways shotild 
comply with the requirements of pubhc safety in the same manner 
and in the same measure as is required of steam roads. 

"In cities where such grade crossings occur, the police regula- 
tions generally require the railroads to keep a flagman posted at 
the crossing to signal traffic. This practice gives but a small 
measure of protection, while the charge to the railroadis for 
operating is the same as if this flagman had physical control of 
the crossing. Considering the subject from a financial point of 
view only, it appears that if we can construct a system of signaling 
to be controlled by a single man in a tower overlooking the cross- 
ing, with mechanism so arranged as to make it impossible for 
trains or cars on the steam railroad and the electric railway to 
reach the crossing at the same time, we have invested well; for 
with such a device the danger of crossing is eliminated, and the 
operation of either line is the same as regards safety as if no such 
crossing existed, and both roads are relieved of the constant 
danger to life and property and consequent payment of damages. 
The saving in rates of insurance to the electric line where such 
protection is provided, is alone sufficient to pay the fixed charges 
on the investment." 

The principal features of the apparatus used by Mr. Gibbs 
are the cutting off of the current from an insulated section of 
the trolley line, making it impossible to move cars when it is 
desired to block tlie line, and in the use of a deraiHng device to be 
operated in paved streets, to prevent cars from rolling on or over 
the crossing, when the current is cut off from the trolley. These 
devices are connected to and operated by any of the usual forms 
of interlocking machines, the derailing device or "scotch block" 
being connected to the same lever that works the switch and cuts 
the current off from the trolley wire. 

A general plan of the arrangement, as applied to a double- 
track crossing of a steam and electric road, is shown in Fig. 7, the 
trolley lines in which sections about 800 to 1,000 feet, according 
to grade, are insulated, being shown in the center of the tracks 
of the electric road. These insulated sections extend to within 
about 50 feet of the crossing, but never over it, and in this way 
make it impossible for the current to be taken away from a car 
at a place where it would be liable to be hit by a train on the other 
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road. A feed wire connects the insulated section with the electric 
switches on the macliine, which, in turn, are connected to the 
supply wire from the power house, the insulated section, when the 
switch is closed by the reversal of the lever of the interlocking 
machine, becoming a "live" wire and delivering current to any 
car that may be in the section. 

The construction of the scotch block is shown in Fig. 8. It 
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GsNEKAi, Plan Showing Wiring, Gibbs Electric Street Rail- 
way Interlocking. 

consists of a strong cast-iron box, which is placed outside of the 
rails, a groove being cast in the box in which an iron block 2x4 
inches in size is raised or lowered whenever the cam lever is 
moved by the lever of tlic interlocking machine to which it is con- 
nected. When the block is down the top is flush with the top of 
the box, but when it has been raised, owing to the line of motion 
being inclined to the axis of the rail, it will project out from the 
box and over the head of the rail. The block is raised and low- 
ered by means of ci roller and pin working in the slot of the cam, 
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but when in either of its extreme positions a solid bearing almost 
the size of the block is made on the cam and directly in line with 
the axis of the cam and the cam shaft In this way the thrust of a. 
wheel, whether of a car or heavy wagon, will be taken by the 
shaft and not transmitted to the pipe line and lever. The block, 
when raised, projects about 4 inches above the top of the rail, 
sufficient, it has been found, to either derail the car or to practi- 
cally bring it to a stop. The block does not project entirely over 
the head of the rail, and so does not interfere with wagons or other 
vehicles which are continually running in the flangeway of the 
street road. This is an important feature in its design and one 
that has a great deal to do with the success of its application. 




Details of "Scotch" Block. 



In Fig. 9 are shown the electric switches and the connections 
to the levers of the machines by which they are worked. The 
levers to which they are connected are the ones that work the 
scotch blocks, the current being always shut off from the insulated 
section of trolley wire when the block is raised. Placed on each 
side of the two electric switches, relays are to be seen through 
which the current to each insulated trolley section is made to 
pass. Either of these relays, when energized by a car in the 
insulated section, is made to complete a local circuit and work a 
bell to inform the operator when a car has entered the section. A 
small electric switch worked by the signal lever breaks this local 
circuit and stops the bell as soon as the signal is cleared, the 
operator's attention, in this way, being more forcibly attracted 
to tlic fact that the signal had not been cleared. 

It will be noticed, by examining the figure, that a large three- 
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way reversible switch, to which the supply wire is Rin before 
being connected to the two cut-out switches, is placed on the 
frame-work immediately below the switches. This is used to cut 
out the switches and rclavs in case anv accidental short circuit 
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should be made, or any of the parts get broken, the trolley wire 
being in this way energized so as not to block the electric road. 

An additional feature which experience has demonstrated to 
be of great value in the safe operation of the plant, and one which 
has also been patented by Mr. Gibbs, is an arrangement of locks 
and releasing circuits whereby the levers of the machine are 
locked up after the signal has once been cleared for a car on the 
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electric road until after the car has passed over the crossing. The 
circuits used are shown in Fig. lo, the locks, relays and circuit 
breakers being connected in the same manner as was shown in a 
previous article, where electric locking was applied to the levers 
controlling a simple crossing, except that when the releasing relay 
(the upper one shown in the figure) is energized the current is 
made to pass through the locks, releasing them as soon as the 
circuit is completed instead of around the locks in the shunt 




Electric Locking Circuits for One Track Only of a Doublb 
Track Electric Railway Interlocking. 



circuit, when they would not release the levers until after the 
releasing circuit had been broken. To obtain a current with 
which to energize tlie releasing relay, a short section of the trolley 
wire on tJie further end of the crossing is insulated in the same 
manner as the cut-out section and is connected to the supply wire 
through tlie coils of the releasing relay. 

When the car has passed over the crossing and the trolley 
runs on the insulated section, tlie relay is energized, lifting its 
armature and completing the circuit through the locks, lifting 



r 



them and also restoring the circuit through the locking relay, 
causing the circuit to be maintained and the locks held up after 





Relay for Heavy Currents Used by Motor Cars. 

with OkuDlte taping ^ Inch thick and paper well Bhelliclietl. 

the car has passed off the releasing section. As the current which 
passes through the releasing relay is the one used to propel the 
car, it is at times a very heavy one, amounting to seventy-five 
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amperes at 500 volts, or about 50 horse-power. A relay to carry 
such a current as this is constructed of very different proportions 
from the relays ordinarily used for the currents generated by a 
battery, and, for this reason, its design may be of interest to 
those who are not familiar with such things. 

This relay is shown in Fig. 11, the core pieces being i inch in 
diameter and 4 inches long, arranged in the usual horseshoe form 
and wound with a single layer of two No. 6 cotton-covered magnet 
wires, which are soldered together where they enter the binding 
posts. The iron core pieces are covered with ^-inch insulating 
material to prevent the current, the voltage of which is very 
greatly increased during thunder storms, from breaking 
through the insulation, and by reaching the locking circuits, burn- 
ing out the locks and relays. To prevent, if possible, any damage 
being done in case the insulation should break down, the wires of 
the locking circuits are connected to the relay with a piece of 
^-ampere fuse wire, 6 inches long, which will burn out and prevent 
the current from grounding through the locks. 

This system is now in use at twenty crossings of electric 
with steam railroads in the city of Chicago and one in the State of 
New York, and is destined to have a greater number of applica- 
tions as soon as the benefits to be derived from its use become 
more generally known. It is practically, in its workings, as safe 
an appliance as the interlocking used at a crossing of two steam 
roads, and insures that the cars of the electric road will have the 
same protection afforded them in using the crossing that is given 
to the trains on the other road. 




AGREEMENTS, CONTRACTS, SPECIFICA- 
TIONS, INSTALLATION AND REPAIRS. 

In the early days of railroading, before many roads were 
built and while the rights of each were in process of develop- 
ment, it appeared a just and reasonable thing for one road to 
grant any road the privilege of crossing its tracks whenever such 
a thing was desired — it being understood that the road making 
the crossing would be responsible for the maintenance of the 
same. As business increased and the demand for other tracks 
arose, the question immediately presented itself as to who should 
pay for the additional crossings made necessary thereby, each 
road very generously desiring to make the other road stand 
the entire cost. 

This led to the roads interested drawing up an agreement. 
in which it was clearly stated who should maintain the crossing 
and what proportion of the cost each road should bear when 
any new work was to be put in. 

The expediency of so doing having been established, any 
road desiring to cross the tracks of another was forced to sign 
an agreement whereby they were to put in and forever maintain 
the crossing at their own expense, and, furthermore, would put 
in and maintain any crossings made necessary by the laying of 
new tracks by the road first built. 

The protection afforded at a crossing by the use of an 
interlocking plant having, in comparatively late years only, 
attracted the attention of railroad oiEcers, no mention was made 
in the earlier crossing agreements of any appliances to make 
the use of a crossing safe, a flagman to signal trains being all 
that was thought necessary at even the busiest crossings. In 
these cases, when it was desired to install an interlocking plant, 
a new agreement had to be drawn up, covering the proportion 
of the original cost which each road should bear, and what 
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proportion each should pay of the cost of operation and main^- 
tenance, one road or the other taking charge of the installation, 
operation and maintenance and biUing against the other for 
their proportion of the cost. 

At the present day, when one road desires to cross the 
tracks of another, the requirement is generally made that an 
interlocking plant shall be put in and maintained by the road 
wishing the crossing, as well as putting in and keeping up the 
crossing frogs, ties, etc., whether or not the business over either 
of the tracks will be such as to warrant the additional expense. 
But as laws have been passed in several of the States requiring 
all new crossings to be protected, and as it is in most cases only 
a question of a few years before an interlocking would be needed, 
it is certainly good policy for any road in drawing up an agree- 
ment allowing another road to cross its tracks, to include an 
interlocking plant in its requirements, stating what form of 
apparatus will be required. Such an agreement should prac- 
tically be an **iron clad'' affair, covering every point, of which 
the following list comprised the main items called for in an agree- 
ment lately made and which are given here for the information 
of those who may not be familiar with what may be required. 

First. That the party of the first part, or the road first buik, 
shall have the use of the tracks now owned and operated by it 
without any material inipainiient of their usefulness or safety by 
the party of the second part, or the road desiring to put in the 
crossing. 

Second. That all crossings which it is the desire of the first 
party to construct, maintain and operate over the tracks of the 
second party shall be furnished and properly put in by the 
party of the second part. 

Third. That the second party will furnish all the materials 
for and construct and put in all crossing frqgs, crossing signals, 
gates, targets and other fixtures, according to plans and specifi- 
cations furnished by the first party. All parts to be forever 
maintained and kept in i::ood repair at the sole cost of the second 
party. And in case of failure to promptly furnish and put in 
or keep in repair any of these parts, the party erf the first part 
may do the work and bill against the part>- of the second part 
for the full amount so expended. Any damages resultiiig from 
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defective condition of said parts being paid for by the party of 
the second part, saving the party of the first part harmless tliere- 
from. 

Fourth. In the passage of the respective trains of the parties 
interested over the crossing, the passenger trains of the party 
of the first part shall have preference over the passenger trains 
of the party of the second part, and in like manner the freight 
trains of the party of the first part shall have preference ; but in 
all cases passenger trains shall have preference over freight 
trains of either road. 

Fifth. If at any time a difference of opinion between said 
parties shall arise, the question in dispute shall be referred to 
a board of arbitration consisting of three competent disinterested 
parties, one to be chosen by each of the parties to the agreement, 
and the two so chosen to choose a third. That written notice 
shall be given of the time and place of the meeting, and that at 
the time and place appointed they shall proceed summarily to 
hear and dispose of the matter in dispute, the determination of 
such board of arbitration being absolutely final and conclusive 
upon the parties interested. 

Sixth. That within ninety days from the date of these presents 
the party of the second part will provide said crossing with an 
interlocking plant, with pipe home signal connections, electric 
locking, and annimciators, and it at any time a device satisfactory 
to the chief engineer of the party of the first part be manu- 
factured for the purpose of giving a continuous rail over the 
crossing on the line having the right of way over the same, it 
shall be put in and connected with the interlocking plant The 
specification, locking, dog-sheet and general plan of the inter- 
locking shall be submitted to and approved by the party of the 
first part before the contract shall be executed. That the party 
of the second part shall bear the entire cost of such interlocking 
plant, operating and maintaining it at their own expense. That 
any additional tracks laid by either party are to be connected to 
the interlocking and maintained at the sole cost of the party 
of the second part, and that the party of the first part may take 
charge of and maintain and operate the plant, if the operation 
and maintenance by the party of the second part be not satis- 
factory to the party of the first part, the party of the second part 
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paying all bills upon presentation for the amount expended in 
maintaining and operating said interlocking plant. 

While the above conditions comprise the most important 
points generally considered in an agreement between two steam 
roads, there are several other points which have to be included 
when the agreement is entered into by parties controlling a 
steam railroad with those controlling a line operated by elec- 
tricity. Briefly, these are, that all overhead wires shall be main- 
tained at a height of twenty-three feet above the tracks of the 
steam road, conductors to be arranged for the return electric 
current, so as to prevent, as far as possible, leakage from its 
tracks, that will affect the operation of electricallly controlled 
railway signals, telegraph or telephone wires. That the over- 
head electric wires shall be so arranged as not to interfere in any 
way with the operation of the street gates, which the steam road 
is compelled by city ordinance to maintain at such points of 
crossing. 

The agreement having been signed by the parties interested, 
the next step is to prepare the plans and specifications for the 
interlocking and submit them to the signal companies for their 
bids. The plans submitted by the railroad company, when 
drawn up by the signal engineer, usually consist of a plan of 
the tracks with all the derails, switches and signals required, 
properly shown and numbered, the location of each and the 
distance from the crossing being clearly stated. Lines repre- 
senting the connections to the switches and signals are also 
drawn, as well as lines to show where any heavy boxing is to 
be put in and which it is desired to have the signal company 
include in their bid. Where no signal experts are employed by 
the railroad company, a plan of tlie tracks is usually submitted 
to the signal companies with a request that they draw up a plan 
showing the proper signals to be used and how the several con- 
nections should be run, their bid being made upon the plan so 
drawn up. 

Their bids are usually made upon specifications gotten up by 
them for the kind of apparatus which they manufacture, it being 
understood that the work is to be put in to the satisfaction of 
the railroad company contracting for the same. These speci- 
fications usually state the kind of machine, the number of 
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levers and the number of switches and signals to be 
operated. They also give the size of the tower and of what the 
signal connections shall be made, practice in this regard being 
different on the different roads. The switch connections are 
given in detail, the size of pipe, method of fastening and 
means of compensation being also given. The distances apart 
that the pipe carriers and wire pulleys are to be spaced is stated, 
as well as the sizes of the different foundations and the thickness 
of lumber to be used in the boxing. 

The part of the work that the railroad company is expected 
to do is plainly stated, comprising, for the most part, the track 
worjc in preparing the switches, derails and movable frogs ready 
to be connected. All preliminary grading necessary to be done 
and proper drainage wherever required. To furnish broken 
stone, sand and cement for concreting the heavier foundations, 
and to provide permits for building the towers and for digging 
across streets when necessary in cities. Railroad companies 
having a signal department usually submit with the plans to 
the signal company for their bid, any specifications in regard to 
details that they may wish to have followed when the work is 
put in. These generally relate to standards of the railroad not 
called for by the specifications of the signal company, or where 
some apparatus is to be used of a different design from that 
manufactured and furnished by the company bidding on the 
work. 

The bids having been submitted and a selection made, the 
contracts are signed and the work commenced by the signal 
company, the railroad furnishing the material and doing the 
work that it was agreed in the contract they should do. The 
signal expert appointed by the railroad to inspect the work goes 
over the ground with the signal company's foreman and gives 
the exact location of the tower, the derails, signals and where the 
pipe lines shall pass under the tracks. The different ways of 
doing work are disaissed and an understanding arrived at as to 
what will be considered good work and what the railroad will 
require, it being specified in the contract that the work shall be 
done to the satisfaction of the railroad company. 

As the work proceeds, points in regard to construction will, 
from time to time, come up which the signal inspector will be 
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expected to settle, to prevent a possible rejection on his part 
when the plant has been completed. Inspections will have to 
be made quite frequently to see that the work is being properly 
done and that the standards of the railroad are being followed. 

When railroads have a regularly organized signal department, 
they often install a plant with their own men, buying the material 
from one of the signal companies, as their experience has been 
that the work will, at least, be better done, even if it should cost 
no less. 

After the plant has been completed and before it is put in 
service, each lever should be connected to the switch or signal 
it is to throw, and a trial made to see that every part works 
properly. To do this without interrupting traffic only one switch, 
or the switches to be worked by one lever, should be connected at 
the same time, those to the arm plate casting of the signal being 
left connected, as until the blade is bolted up no indication is 
made. 

Should the work prove satisfactory, a day is appointed on 
which the plant will be put in service, this being a day or so 
before the signal company will have finished the boxing, painting 
and other work that can be completed after the plant is ready 
to be connected up and put in service. 

Notice of the fact is given to all the railroad companies 
interested, so that proper bulletins can be issued notifying train- 
men that the interlocking will be put in service at such a time 
and that they must be careful to obey the signals in running 
over the crossing. In connecting up the plant the signal blades 
should first be bolted on, this being done so that all the blades 
will be put up at the time appointed for the plant to go into 
service. After the time has passed, but not before, the derails 
may be connected up, the trainmen then being responsible for 
the consequences should they allow their train to run past a 
signal when at danger. 

With States that require an inspection to be made by the 
railroad commissioners, or some one appointed by them, before 
a permit will be granted allowing trains to proceed over a crossing 
without stopping, an appointment with the Commission must 
be made, when they will inspect the plant, blue prints of the 
general plan, locking and dog sheets being sent in for exam- 
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inatioTi and approval before the inspection is made. Should the 
work have been done as tliey think it onght to be to make the 
operation of the plant safe, a day is usually named in which the 
plant may be put in service, the permit when received reading 
as having been issued on that day. 

Should the locking of the levers not meet their- approval, or 
some part be left undone, in their judgment essential to the safe 
operation of the plant, a permit is refused, and, when the changes 
or additions desired have been completed, another inspection has 
to be made. For this reason, when a Railroad Commission 
has to approve the plans and inspect the interlocking, it is a very 
good scheme to submit the plans to them before the work is 
proceeded with, so that no delay will be caused by any objection 
on their part. 

If some other interlocking plant is already in service on that 
division, a bulletin notice is all that need be issued to trainmen, 
informing them that the interlocking will be put in service. But 
if it is the first plant to be installed, a set of rules should be issued 
to the men and an examination made to see that they know 
how to read the signals and niiderstand what the consequences 
will be if they disregard them. These mles should describe a 
signal and explain what the different indications mean; they 
should make it clear as to which signal will be used to govern 
a given track, and what will be the several duties of the train- 
men when using the tracks protected by the interlocking. 

After a plant has been accepted by the railroad and put in 
operation, they are then responsible for its condition and will 
have to see that it is kept in good working order, repairmen and 
inspectors being kept for this purpose. The organization of 
the force differs on almost every road, each one believing that 
theirs is the best and that the others are either not keeping up 
the plants as they should be, or else are doing it at a very much 
greater cost. 

Several roads employ men as inspectors who are responsible 

for the proper condition of the plants within a certain district, 

other men being employed to do the work and report to them, 

H Each repairman is given so many plants to take care of, he being 

H expected to go and look them over as often as possible, making 

^K any adjustments or slight repairs that may be needed. Should 

Lb 
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there be no repairs to make, he is to put in his time cleaning up 
the plant, or, at any rate, looking for work. 

This way of doing things is, in the long run, a somewhat ex- 
pensive one, as in most instances there is no work for the repair- 
man to do, or rather, none but what in the majority of cases the 
signalman can look after. The man's time has to be charged to 
repairs, whether there is any work to be done or not. In case of 
any large amount of repairs being needed, additional help has to 
be employed, as one man is not able to do very much by himself, 
and while the claim may be made that by keeping a man on the 
ground almost all the time the plant will not run down suffi- 
ciently to need any very general repairs, experience and reason 
will, I think, prove that this is not so, and that no matter how well 
this man may attend to his duties, it is not practicable for him to 
keep the plant in first-class condition, or, in other words, from 
wearing out. 

Another plan is to divide the road into districts, making each 
one so large that the repairman is able to get around only occasion- 
ally, making inspections and Hght repairs only and having help 
furnished him when any large amount of work is to be done. At 
some central point an additional force is employed, which is used 
in putting in any new work, making general repairs, or any repairs 
needed in case of accident. These men should all be experienced 
workmen, one or two of them being capable of taking charge of 
or putting their hands to any work that may turn up. They 
should be able to do a good job in pipe fitting, machine work, 
blacksmithing, carpentry, cleaning batteries and adjusting relays, 
and while such men are not to be found every day, if the signal 
engineer will see to it that only good men are employed and that 
they are given a chance to learn, they will become very efficient 
and be able to do good work in any of the lines enumerated. Of 
course, at very large plants, one, or perhaps two repairmen will be 
needed at all times, their presence being made necessary more as 
a protection in case of accident, to keep the road from being 
blocked, than because of the amount of work there is to do. 

Another plan, again, is to have practically no regular repair 
force, but only such men as are needed for new work and general 
repairs. On the road following this plan, the signal engineer 
has the hiring of one of the operators, who will be responsible for 
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the maintenance of the plant and must make all necessary repairs 
and adjustments while attending to his other duties. This man 
must have had sufficient experience, before being appointed to a 
position, to enable him to make any ordinary repairs, and being 
in a position to reap the benefits from keeping the plant in good 
condition, is very apt to do so, provided he can find the time. 
And right here is where the greatest objection to the plan can be 
made, for, if tlie road at that point is a very busy one, then the 
man will certainly not be able to leave the tower long enough to 
do anytliing more than to change the adjustment of the con- 
nections, or to clean and oil the different parts when necessary. 

Of the three ways spoken of, the last is much the cheapest, 
but if the chances of accident and possible delay to trains where 
this plan is followed be taken into consideration, the conclusion 
must be arrived at that it is economizing in the matter of labor 
at the expense of safety. Where a road has in service a number 
of block signals, interlocking plants and switch signals, sufficient 
to keep a regular repair force employed, such as is outlined in the 
second plan, it will be found by far the best and easiest method of 
having any new work done or repairs quickly made. The cost 
will be but little, if any, more than with the last plan outlined 
above, and the equipment will be kept in better condition. 

In regard to the railroad employing their own men and putting 
in their own work, I think that, as a rule, this is not a good plan, 
for unless the railroad has as good foremen as the signal companies 
employ, and they seldom have, the work will be more cheaply 
done by the signal company. The claim that the work will be 
much better done when put in by the railroad will not count for 
much, if a competent inspector is appointed to supervise the in- 
stallation, as the signal companies are certainly willing and try to 
put in the work to the entire satisfaction of the parties having the 
work done. Their reputation is at stake, and while they may not 
do as good work when no one is sent to supervise the installation, 
they can hardly be blamed for this, as they have not to take care 
of a plant after it is finished, and by doing new work only, do 
not find out the weak points in their work. 

Unless a railroad will employ the services of a good foreman, 
it will, I venture to say, cost them more in putting in an interlock- 
ing plant than if the work was done by one of the signal com- 
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paoies. The chances of a man's doing the work wrong and 
having to go over H a second time are so great, and the work is 
so often done in the country, where the men have of necessity tt> 
be left very much to tliemselves, that unless the man in charge 
not only knows how to do the work, but is capable of properly 
handling men, the work will cost very much more than was 
expected. As a matter of protection, in case of accident or break- 
age of the apparatus, every signalman should be taugiit how to 
disconnect and spike a derail or switch, to make adjustments, or 
any repairs that may be needed to make it safe for trains to pass 
through the interlocking. A catalogue of the apparatus manu- 
factured by the signal company installing the plant will be found 
an excellent book to put in each tower, as the signalmen will then 
be able to make themselves familiar with the correct name of each 




part, and, in case of accident, to give page and order number tif 
any new pieces that may be wanted, in this way insuring that the 
right parts will be sent him. 

To enable the signalman to make temporary repairs, he must 
be provided with a set of tools, of which the following is a list 
of those commonly furnished, the articles needed in furnishing 
a tower when first put in service being also given ; One machinist's 
hammer, one spike maul, one hand axe, one hand saw, one claw- 
bar, one i2-inch combination monkey wrench (Fig, i), one socket 
wrench for f-inch bolts, one pair lo-inch Button's pliers, two cold 
chisels, one fine file, six sheets emery cloth, one long-neck oil can, 
one short-neck oil can, one squirt can. one white hand lantern, 
one red hand lantern, two red flags, one telegraph table with 
drawer, one office chair and cushion, one bracket lamp, one cor- 
rugated rubber mat the lenfi^h of the machine, one Scth Thomas 
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eight-day clock, six fire buckets, six hand grenades, one water 
bucket, one tin drinking cup, one broom, one mop, one coal hod, 
shovel and poker. 

The number of fire buckets and hand grenades in this list may 
be surprising, as one would hardly think there would be much 
danger of a tower catching fire when as isolated as they usually 
are. But the fact is they catch fire very easily, from matches care- 
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lessly thrown away, from blazing grass and from many other 
causes, and, from the fact of their being isolated, generally bum 
down entirely after once catching fire, the interlocking machine 
being destroyed, causing delay and great inconvenience in the 
handling of trains. To reduce the chance of fire no lamps should 
be allowed in the tower, nor should any greasy waste be allowed to 
lie around or accumulate. The lamps should be cleaned in the 
day time, in a house provided for the purpose — the design shown 
in Fig. 2 being that of the coal and oil house supphed to all of 
the interlocking plants of the Chicago, Milwaukee & St. Paul 
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railway — ^the house being placed not less than one hundred feet 
from the tower. 

For the guidance of the signalman, the following set of rules, 
signed by the general superintendents of the roads interested, is 
framed and put in all the towers of the St. Paul Company, the 
man in charge being held strictly accountable for the proper 
observance of every one of them: 

I Trainmen are instructed to obey the directions and signals 
of the signalman; you will, therefore, see that trains are passed 
without delay or stoppage when it is known to be safe to do so. 

2. Precedence on conflicting routes will be determined by time 
cards. A delayed train must not be given the line running on 
the time of an opposing regular train. 

3. The normal position of signals is at danger; of derailing 
switches, open; of levers, thrown ahead, where they must always 
remain when no train movements are being made. Each signal 
in succession must be thrown to its normal position as soon as rear 
of train has passed it. 

4. When train gives notice of its approach, set switches and 
signals for the desired route; but be sure that no obstacles exist 
on route before setting signal for it. 

5. When a signal has once been given for any train, should it 
be necessary to change the position of signals or switches, the 
signal may be changed to danger, but the switches must not be 
changed nor the signal given to another train on an opposing 
route until the train which first had the signals has come to a full 
stop. 

6. No switching which requires blocking the main track must 
be allowed within five minutes of the time of any regular train. 

7. Levers used in switching must be returned to their normal 
position as soon as switching is completed. 

8. In case of derailment at switch, disconnect switch and take 
detector bar off by removing clips from rail. Take great care to 
protect interlocking from unnecessary damage while replacing 
cars or locomotives. Report all cases of failure of trainmen or 
others to observe proper precautions to prevent unnecessary 
damage, as you will be held accountable for the same. Pass no 
trains after the derailment until all parts liable to damage have 
been examined and steps taken to protect trains. Be sure that 
track is safe before allowing trains to pass over. 
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9- In case of accident, notify division superintendent and me- 
chanical engineer at once by telegraph and call section foreman. 

10. In case of accident to switch, disconnect it, set it for the 
main line and spike it. Use a flagman to protect all disconnected 
switches. 

11. Should it be impossible from derangement to throw sig- 
nals when switches are closed train must come to full stop; 
signalman may then flag it past home signal after protecting all 
conflicting routes by placing their signals at danger. 

12. Never move a switch lever when a train covers the switch 
or detector bar, 

13. During freezing weather move all levers frequently and 
keep apparatus free from snow and ice. 

14. Von are not allowed to and must see that no one but an 
authorized workman makes any change in the apparatus or lock- 
ing, except under written order from the division superintendent 

r mechanical engineer. 

15. Do not handle the apparatus roughly; pull the levers with 
a steady movement, being especially careful to move the signals 
without injurious jerk. 

16. Keep all switches, locks and detector bars clear of cinders, 
ballast, sand, etc., and keep apparatus oiled. 

17. Report at once any disregard of rule forbidding use of sand 
by engines with number of engine, train, etc. 

18. Inspect all switches, signals and lighted lamps carefully 
as often as the weather or other indications may require, reporting 
every case of trouble. 

19. Lamps must be handled carefully; keep them clean and in 
order, as per special circular of instructions; light and place them 
in position at the proper time. 

20. Daily reports must be filled out according to instructions 
and sent regularly to division superintendent and mechanical en- 
gineer. These reports must be full and intelligible, giving exact 
character and location of trouble or defects in plant and pattern 
number or correct number of broken part. 

21. Allow no one to enter tower whose duties do not 
require him there, without a written permit from the division 
superintendent or mechanical engineer. 

The daily reports alluded to are made on manifold paper of 
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the form as given herewith, a copy being made out each day by 
each of the signalmen and sent to the proper officers. 

Form S— X. 

CHICAGO, MILWAUKEE & ST. PAUL RAILWAY CO. 

DAILY SIGNAL REPORT. 

Tower. 

Time M 189.. 

To 

Is apparatus in good working order f 

What trains have been delayed? 



• • 



Note carefully any defects, looseness or breakage of apparatus or trouble with 
lamps, and state what steps you have taken to repair. Give train and eng^ine numbers 
in cases of disobedience of signal rules. 

Remarks 



(Thirteen blank lines.) 

Signalman, 

These reports are of great assistance in keeping track of the 
workings of the different plants and of any accidents or delays 
which may have happened. It also permits of a record being kept 
of almost everything that takes place at each of the towers, and by 
summarizing them comparisons can be made of the performance 
of each. 

The following list is a somewhat condensed summary of these 
reports for forty-one interlocking plants for the month of July, 
189s, from which some idea can be formed of what has occurred 
during the month, and has been mentioned in the reports : 

Damage by accident, 2. 

Failure through neglect of operator, 5. 

Train off track at derail, i. 

Ran through open derail, traiHng point, i. 

Defects of apparatus; lack of adjustment, 6. 

Other defects, 2. 

Track relays out of adjustment, i. 

Failures of circuits from other causes, 2. 

Large repairs completed, 8. 

Number of times at work making repairs, 88. 
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Inspections made by repairmen, 147. 
Trains delayed; defects of apparatus, i. 
Trains delayed by other trains, 32. 
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A general plan of each interlocking, with a sheet giving the 
agreement as to division of expenses and other infcMinationy as 
shown above, if made on a sheet 4x7^ inches in size and all 
fastened together, will be found a verj' convenient form in which 
to keep any information pertaining to interlockings, which has to 
be referred to so frequently by the superintendents, the auditor 
and the men in the signal department 

By making the originals on tracing cloth, copies can be cheaply 
and easily made and furnished to each officer desiring a set. 



CHAPTER XV. 

SWITCH SIGNALS. 

Of the fixed signals, the first to come into use in the early- 
days of railroading were the ones intended to indicate to engi- 
neers the position of the switch, a target of simple form placed 
upon a revolving stand being the device used, very much as is 
the common practice of to-day. Naturally, each road adopted 
a form they thought the best, a proceeding which resulted in 
almost every road using a different pattern, the clear signal on 
one road in many instances being used on other roads to indicate 
danger. 

As the switch signals are used solely to indicate the position 
of the switch, whether it is open or shut, it cannot be said that 
much confusion would result from their being used in opposite 
ways on different roads, and no doubt this is the true reason 
why — up to the present time — there has been no change in the 
practice, and a standard for all roads seems to be as far off as 
ever. Practice has demonstrated that the best signal is one of 
position and not of form or color; but as there is no simple 
means by which the indication can be given in this way, practice 
has almost entirely resolved itself into one of form, colors being 
also made use of, particularly where forms to give two separate 
indications are used, one for safety and the other for danger. 

Outside of the form of the signal, of which the best is certainly 
the most distinct, there are three different methods in use of 
indicating by means of a target the position of a switch, the 
first being when the target is visible and an indication made for 
the danger; the second where the target is made to show for 
safety but not for danger, and the third where with two targets 
on the same shaft, one is used to indicate safety and the other 
danger. As illustrating this, figures i, 2 and 3 plainly show the 
three ways spoken of. Of the three the last is certainly the only 
one that meets the requirements of one of the first principles of 



signaling, which is that an indication must be given for safety as 
well as for danger. As between the other two, the first is by 




far the better, the presence of a signal being a nuich more 
forcible indication and more likely to be noticed than is the 




absence of one, and as it is much more important to have llie 
danger signal seen and acted upon than it is with the one indi- 
cating safety, the first is the one that should be adopted. Again, 
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with the signal showing for safety, one signal will often be 
obscured by another signal, so that if it should be left at danger, 
it would be almost impossible for the engineer to notice the 
fact until quite close to the switch. For this reason, and be- 
cause of the difficulty met with in obtaining two forms that 
are distinguishable at any great distance, the plan of using a 
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signal that will give a danger indication only, is believed by 
many to be the best. 

Practice in regard to the usefulness of a switch signal would 
be much improved if the target was elevated, as is shown in 
Fig. 4, the top of the stand being about twelve feet above the 
top of the rail. As will be noticed, this stand is provided with 
targets to give the two indications, one a form composed of 
circular disks joined together, and the other a straight piece of 
sheet-iron with pointed ends and fastened to the shaft in an in- 
clined position. 

The difference between the two forms with this signal, which 
has been quite extensively introduced, is not distinguishable at 
so great a distance as one would suppose at first sight, owing to the 
vertical height of the inclined piece being but little more than 
that of the circular disks. Should the upper and lower ends of 
these pieces be left on making the outer edges vertical lines inter- 
secting the two inclined sides, as shown by the dotted lines in the 
figure, the difference in the form of the two targets would be 
much more noticeable and be distinguishable at a much greater 
distance. 

While the target ordinarily used on a switch-stand answers 
the purpose of a signal fairly well when the track is straight and the 
target can be seen, there are a number of places on almost every 
road where it is desirable to have a signal placed at some distance 
away from the switch, to be worked in connection with the switch 
to give warning to an approaching train of the position that the 
switch is in. The conditions to be met are that any signal so used 
should be of the semaphore pattern, and placed on a high pole 
as in the case of a block or interlocking signal, the indication of 
this form of signal — as has already been pointed out — being more 
positive and distinguishable at a much greater distance than any 
other. As the switch is the danger point, and is provided with 
a signal — a red target in the day time and a red light at night — 
the signal placed at a distance becomes in reality a distant signal 
and should be so used, the blade being painted green and the end 
notched, while at night the light should show green when the signal 
stands at danger. 

In connecting the signal with the switch, it should be so ar- 
ranged that the signal would have to be put at danger before any 




High Target Stand Giving Two Indications. 



movement of the switch could be made, and that in closing the 
switch and clearing the signal the switch would have to be com- 
pletely closed before any movement of the signal could take placp 



or, ill other words, the levers operating the switch and sign^ 
should be interlocked. And in the manner of accomplishing this 
are to be found the only differences that exist between the many 
devices that are used or have been designed for this purpose. 

The simplest construction is that of a two-levered stand, such 
as was shown in a previous article for working a distant signal 
in connection with a home block signal, locking bars with a 
movable dog to work between being attached to each lever, so 
tnat the lever working the signal could be pulled over only when 
the lever working the switch had been reversed. 



Although simple, this arrangement is comparatively an ex- 
pensive one, the levers and locking parts being made of many 
small pieces carefully fitted, and for this reason has not come into 
use as much as have some of the less expensive designs. 

The design shown in Figs. 5 and 6 is one made by the Union 
Switch & Signal Co., the levers being interlocked in a very simple 
manner. As an additional safeguard, the lever working the sig- 
nal is locked with the switch by means of a lock-rod (seen in Fig, 
6), so that it is impossible to move the lever to clear the signal 
unless the switch has been properly closed. 

As will be seen, the arrangement consists of two levers, ful- 
crumed on a base casting, one of the levers being provided with a 
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wheel around which the connection to a distant signal is made to 
!, and the other with a crank-pin placed at the proper radius, to 
which the connecting-rod to the switch may be fastened and the 
switch thrown when the lever is pulled over from one side to the 
other. By passing the connections to the signal around the wheel 
in the manner shown, the proper movement of the wires is obtained 
for working the signal, one wire being pulled in and the other un- 
wound. Both movements of the signal are thus made positive, 




and the possibility of a wrong indication being given is very much 
lessened, 

The locking of the levers to prevent their both being moved 
over at the same time, and thus giving a wrong indication while 
the movement was being made, is accomplished by means of two 
pins (seen in Fig. 5), which work at right angles with the levers 
and fit into holes drilled into, the center castings, lugs being pro- 
vided on each lever, which forces one of the pins into the hole 
in the other lever, until the lever that is being moved is pulled en- 
tirely over. With the switch closed and the signal at safety, the 
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switch-lever is locked until the signal-lever is moved to its ex- 
treme position, when the signal will have been changed to danger; 
with the signal at danger and the switch open, the signal-lever can- , 
not be moved until the switch-lever is pulled over to its extreme 
position and the switch closed. There is nothing, however, to 
make the switchman throw the signal-lever back and clear the 
signal before locking the switch (unless the lock is fastened 
to the handle), so that it sometimes happens that the signal is left at 
danger with the switch set for the main line. The arrangement, 
though, works very well, and has been well designed to overcome 
the objection that can generally be made to any arrangements 
using two levers, in that there is always a possibility of the locking 
or other parts being removed in making repairs to the switch or 
stand, and by a failure of the section men to properly replace 
them, the signal might be left at clear with the switch open. 

As this has happened in several instances where two-levered 
arrangements have been used, very bad accidents being the result, 
it would seem desirable to have an arrangement with which it 
would not be possible for this to occur. Such a one has been de- 
signed and patented by Mr. George Gibbs, and is shown in Fig. 
7, a drawing of the motion-plate being shown in Fig. 8. 

As will be noticed, the body of the stand is cast in one piece, 
the crank-shaft for moving the switch to which the target is fas- 
tened being made to turn in bearings in the center of the casting. 
In place of a direct connection being made from the crank to 
the head-rod, the connecting-rod is attached to a sliding-bar work- 
ing in grooves cast in the bottom of the stand, a pin being pro- 
vided on the bar which fits in the slot of the motion-plate or cam 
attached to the lower end of the shaft and moves the bar whenever 
the cam is turned. This movement provides for the opening and 
closing of the switch; to work the signal, a gear-wheel having a 
groove around which a chain may be passed is fastened to the 
sliding-bar in such a way that when the cam is in a certain posi- 
tion teeth cast on its outer circumference will engage with the 
teeth of the geiar-wheel and turn it, the chain to which the wire 
to the signal is attached being wound up. 

In this way, by turning the shaft, the cam is made to do two 
things : one to work the sliding-bar to open and close the switch, 
and the other to turn the wheel pivoted on the bar to wind or 



unwind the chain and work the signal. To make these two opera- 
tions take place at different times during the turning of the switch- 




lever, and thus make the arrangement safe, as the signal should 
be changed only after the switch is closed or before it has been 
opened, the teeth are put on that side of the cam which will cause 
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them to engage with the gear-wheel only when the slide has been 
moved to close the switch, the wheel at other limes being free 
and not moved by the movement of the cam. As the signal is 
weighted to stand at danger, unless held at safety by a pull on the 
wire, and the first motion of the lever made to open the switch 
turns the gear-wheel unwinding the chain, the signal is allowed 
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Fig. 8 

Motion Plate or Cam of Gibbs* Stand. 



to go to danger before the switch-points have moved, the pin on 
the slide-bar being brought into contact with the spiral groove 
of the cam to move the switch onlv after the chain has been un- 
wound from the wheel. In turning the lever to close the switch 
and clear the signal, the first movement turns the cam and moves 
the sliding-bar only, thereby closing the switch, a further move* 
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ment bringing the gear-wheel back, causing the teeth to engage 
with those on the cam, turning the wheel and clearing the signal 
without any further movement of the bar. 

Should it be desired to connect up two switches to one 
signal, so that when either or both switches are opened the 
signal will stand at danger, a device known as a controller is 
made use of, which is shown in Fig. 9. This device accom- 
plishes the purpose for which it was designed, by taking up the 
slack in the wire, when the switch nearest the signal is closed, 
and allowing the signal to be worked in the usual manner by 




Fig, 9 
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Signal Controller. 



the stand that is farthest away. The wire from the stand 
nearest the signal being attached to the slide of the controller, 
when that switch is opened the middle wheel of the controller 
is allowed to be drawn in between two other wheels, the wire 
to the signal being slackened up sufficiently to allow the signal 
to go to danger. When both switches are closed, the wire is 
drawn in the same as if only one stand was used and the signal 
is pulled to clear. In service this stand has given very good 
results, and but one objection, that of having but one wire to 
work the signal, has been found with it, dependence being placed 
upon gravity to make the signal go to danger when the switch 
was open. While this would seem to be a very serious objection, 



owing to the danger of wires or chain freezing up in winter, 
in practice this has not proved to he the case, if care be used 
in the installation to secure proper drainage. As there is but 
one wire the signal will work with a much lighter pull, the extra 
work of moving the other wire being dispensed with and the 
signal, therefore, being much easier to keep adjusted. 

An interlocking switch-stand and signal, which possesses 
several novel features, is one made by the AUentown Rolling 
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Mill Co., and shown in Figs. lo and ii, the signal blades — 
which are of the usual semaphore pattern — not being shown. 
As will be seen by reference to Fig. lo, which is a view of the 
stand, two levers are used: one to work the distant signal, and 
the other the home signal and the switch. Two wires are run 
from the operating lever to the distant signal, the lever being 
made in the form of a T-crank with the wires attached to the 
two arms, so that when one is pitlled by a movement of the lever 
the other is slacked up. Working above the top of the T- 
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crank, in grooves cast in the frame of the stand, is a slide to 
which is attached the cable used to pnll the signal to danger, the 
blade being made of cast-iron, which considerably overbalances 
the weight of the spectacle arm on the opposite end. The slide 
when in its normal position, or raised as shown in the figure, 
fits in a groove cut in the head of the switch-shaft and locks it, 
preventing the switch from being opened until the slide is pulled 
down. This is done by raising the switch-lever handle, an arm 
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projecting through the yoke and engaging with a lug on the 
slide, pulling it down, and with it the signal to the danger 
position, when the switch can be thrown. 

To interlock the T-crank operating the distant with the home 
signal, the upper arm of the crank is made to work in a plane 
immediately below the slide, the latter striking on the arm so 
that it cannot be pulled down unless the crank has been turned 
to a position causing the distant signal to indicate danger. With 
the slide down the crank is of course locked, so that the distant 
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signal cannot be cleared until after the slide has been raised, 
which occurs only when the home signal goes to the safety 
position after the sw^itch has been closed. 

The ingenious arrangement used at the distant signal for 
automatically compensating the expansion and contraction of 
the wire, so as to always bring the signal down to the same 
angle with the vertical, is shown in Fig. 11. The two lines of 
wire from the interlocked stand are attached to a loose lever 
hung on two pins fastened in the opposite arms of a T-crank, 
the middle arm having attached to it the pipe connection to the 
signal casting, this signal being of the usual construction and 
weighted to go to danger when any part becomes disconnected 
or breaks. Should a wire break, the tension of the other wire 
would pull the loose lever off from the T-crank and leave it 
free for the signal to go to danger by gravity. 

To take up expansion and contraction of the wire lines, the 
T-crank, instead of being bolted to a rigid foundation, is fastened 
to one end of a crank, the other or longer arm being weighted 
to put a tension on the two levers, and as the weight is very 
much in excess of any pull required to work the signal, the 
crank is made to act the same as if fastened to a rigid body 
instead of to a movable support. 

Mechanically this stand is well designed, and the arrange- 
ment for compensating the wires is a very good one; but on 
the whole the arrangement cannot be said to be a very reliable 
one, owing to the short travel of the wire and to the fact that 
the normal position of the home signal is at safety. From 
the short travel and the spring in the wires it is possible to 
unlock the stand without changing the distant signal to danger 
should the cranks or wires become in any way fastened, and 
from the other objection that it is certain that the signal would 
indicate safety if certain parts should break, or be left discon- 
nected by a malicious or careless workman. In point of fact, 
there seems to be at the present day no mechanical switch- 
signal which does not possess some objectionable features; so 
that if a reliable device is desired that can be made to work 
with but few failures, and these only on the side of safety, 
recourse must be had to some form of automatic electric signal. 
They are expensive, it is true; but is it not better to use such a 



device if by its action almost perfect protection can be secured? 
In very dangerous places the matter of expense should not be 




allowed to enter into the question, as a device that can be 
relied on is worth all that it costs. 

Experience has demonstrated that the automatic electric 
sigTial can be made to work with certainty at any distance from 
the switch, to show to an approaching train the position the 
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switch is in, and by putting a visible indicator at the switch, a 
warning^ can also be given to anyone desiring to use the switch 
that a train is approaching. 

Taken in connection with this subject, an electrically-locked 
switch stand has been recently patented by the writer, by which 




Details of Electrically- Locker Switch Stasli. 

control of a switch may be put in the hands of an operator 
at any distance away, enabling him to prevent a train from 
leaving a siding or branch for the main line, unless it was 
so desired. In this device, of which a general view is shown 
in Fig. 12 and tlie details in Fig. 13. an electro- magnet is made 
to lock a slide controlling a lock-rod or plunger, which passes 
through a look-bar attached to the points of the switch, so 
that unless the magnet is energized the rod cannot be withdrawn 
and the switch opened. As will be seen, the armature of the 
magnet is made to drop into a notch cut in the slide con- 
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troHing the locli-rod, the upper end of the latter bdng brought 
under the switch-lever, so that the switch cannot be shut and 
locked in the usual way without forcing the lock-rod through 
the lock-bar, and allowing the armature to drop in the notch 
in the slide and lock the rod until the magnet is again energized. 
To work the switch, the two levers are raised together, as 
shown in Fig. 14, the upper lever allowing the lock-rod to 
be raised with it if the slide has been unlocked, withdrawing 
the lock-rod from the hole in the Inck-bar before the switch- 
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lever has cleared the slot in the switch-stand and the spring of 
the switch has been brought to bear on the lock-bar. Imme- 
diately the switch-lever has been raised to a horizontal position, 
the lock-lever can be dropped and the switch turned in the 
usual manner, as shown in Fig. 15. 

To enable anyone desiring to use the switch to know when 
it has been released, without being put to the labor of trying 
to raise the lock-lever, a small indicator has been provided, which 
works behind a thick piece of glass put in the side of the box 
covering the magnet, which will show when the switch has been 
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unlocked, so that anyone finding it locked need only watch the 
indicator and take it easy. 

A circuit -breaker, provided in the box, is made to break the 
current through the magnet, as soon as the slide has been part 
way withdrawn, so that the operator can tell exactly when the 
switch has been opened, and also if it has been closed after 
the switch has been used, a disk indicator placed in the tower 
being put in the circuit for this purpose. Where the switch is 
j)laced at any very great distance, bells or a telephone can be 




put in for purposes of communication, the wires tor operating 
the switch being used for this purpose also and the cost of 
additional wires saved. This switch has now been used for over 
a year and has given excellent results. If properly installed 
few or no failures will occur, and these need not cause more 
than a few minutes delay or the time required to unscrew and 
take out but one bolt. 

Another device that is used in connection with the ordinary 
switch-stand as a protection for main-line trains, and which has 
of late been quite extensively introduced, is the one designed 
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by Mr. Pennington, of the "Soo Line," and now known as the 
Pettibone-Mulliken Derailing Switch. This derailing switch, 
while in reahty an interlocking device, is intended for use at all 
storage or passing tracks, where the conditions are such that a 
car might accidentally roll out on the main line and block it; so 
that in taking up the subject under the head of switch-signals, 
one is not departing very far from the spirit of the title, even 
if there is no signal used in connection with the device. As will 
be seen by reference to Fig. i6, which is a general plan of the 
arrangement, connections are made from an ordinary switch- 
stand to a derailing-swil^ch placed in the side-track at such a 
distance from the main-line switch that a car being derailed 
would not foul the main line. To work the derail, a small T- 




Fig, 16 



UULJUUUUUa^'iH 

Loeornutive Engtntering 



Pettibone-Mulliken Derailing Switch. 



crank and connecting-rod is bolted to the ties at the switch 
and at the derail, the connecting-rod being attached to the end 
of the head-rod in each instance. The two arms of the T-crank 
being connected together by wire, it follows that when the switch 
is opened and the T-crank turned, the crank at the derail is 
moved a corresponding amount, the derail being moved at the 
same time as the switch. By arranging the connections so that 
when the switch is set for the main line the derail will be open, 
it will be seen that if the switch is kept closed, as it should be, 
ample protection is afforded against cars accidentally running out 
and blocking the main line. This device has one very great 
recommendation, and that is its cheapness, for the field of its 
usefulness is large, the need for some device of this kind being 
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the pipe connection is worth the increased cost. Undoubtedly, 
the subject is one well worth looking into by those interested. 

In closing this, the last article of the series, which I hope have 
proved interesting to the many readers of "Locomotive Engineer- 
ing," let me acknowledge my indebtedness to Mr. Geo. Gibbs for 
the very valuable suggestions and able criticisms made by him 
while these articles were being written. While some may criticise 
the frankness with which opinions concerning the different 
devices have been expressed, I will say they are such as have 
been formed by me for the greater part from a personal experi- 
ence with the several devices mentioned, and that in thus publicly 
expressing my views it has been done with the hope that they 
may be of some benefit to others situated as I am and aid them 
in their work. 
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